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PREFACE 

These Lessons are intended to serve the purpose of introducing 
beginners to the study of Experimental Physics. My object 
has been, not only to provide a certain amount of useful 
infonnation, but also to give an idea of the methods by which 
this information can be most directly obtained. The course 
has therefore been made experimental, and such brief instruc- 
tions are given as are required for making or using the 
a|q)amtus and carrying out the experiments. 1 have re- 
peatedly tried and modified each experiment so as to present 
it in a simple form and avoid the more usual causes of 
failure. 

I am well aware that many educational authorities hold that 
teachers of science (more especially in schools) should confine 
their instruction to the principles of the subject, without 
entering into details of manipulation or methods of experimenL 
To the teacher who aims chiefly at getting 'results ' this view 
readily recommends itself: it saves trouble and expense, and 
enables him to devote more time to laws and generalisations. 
Unfortunately the results thus obtained are not of great value. 
A schoolboy may be taught to repeat glibly certain forms of 
words respecting the conservation of energy or the atomic 
theory ; but, until he has acquired considerable famjlUrity 
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with the behaviour and properties of bodies, the words convey 
no clear idea to his mind. My own experience in teaching 
has led me to the conclusion that students who come to college 
with an elementary knowledge of science acquired in this way 
are very unsatisfactory material to work with. They have 
been accustomed to get their knowledge at second-hand from 
their teacher or their book ; and they find an experimental 
course more troublesome, more tedious, and apparently more 
uncertain. They are easily discouraged and do not see how 
much can be learned from their own failures. The method 
fails to bring out one of the chief advantages of science as an 
educational subject — the training in the habit of observation 
and of learning from things at first-band. 

In the methods of reasoning, as well as in the choice of 
words and subject-matter, 1 have earnestly endeavoured 
to be as simple and clear as possible. But I have made no 
attempt to shirk the necessary difficulties that even the 
beginner must, sooner or later, meet. There Still remains 
much truth in Rousseau's words ; ' Parmi tant d'admirables 
m^hodes pour abr^erl'^tude des sciences, nous aurions grand 
besoin que quelqu'un nous en donnSt une pour les apprendre 
avec effort.' 

The piaragraphs in the book which are printed in smaller 
type may be omitted on the first reading as being of less 
importance or greater difliculty. Most of the illustrations have 
been engraved with great care by Mr. J. D. Cooper from my 
own sketches and photographs of simple apparatus. Others 
have been borrowed, and for these I am mainly indebted to the 
courtesy of Messrs. Macmillan. The questions at the ends of 
the chapters are taken partly from the elementary papers of 



the Science and Art Department, and partly from my Examples 

My warmest thanks are due to Mr. B. B. Skirrow, B.A., of 
the Mason Science College, Birmingham, and to Mr. D. S. 
Macnair, B.Sc, Ph-D^ of the People's Palace Technical 
Schools (E.), for their kind advice and assistance in seeing the 
book through the press. 

D. E. JONEa 

Univbrsity Collbgb of Wales. 
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NOTE ON THE 
METRIC SYSTEM OF WEIGHTS i 



The weights and measures used in this book ore for ibe 
based upon the French or Metric System. In this systen 
length is the length of a certain bai o[ platinum 
{reserved in Paris. This is called a nuire, and is some- 
what more than a yard (39-37 inches}. It is divided 
into tenths, hundradihs, and thousandths, which are 
called decimetres, eenlimetre!, and niiliimelres respee- 
tiiely. Both in measuring and in calculating this decimal 
method ot division Is much more convenient Ihan our 
way of dividing up a yard into 3 feet, each equal to la 
inches and so on. We shall use as our unit of length 
the cenlimetn. The relation between the centimetre and 
the inch can be seen from the accompanying figure. 

The unit of area is a sjuare centimtttt, and the unit 
of volume a suHc centimetre (commonly abbreviated into 
' 1 c.c.'). The volume of a cubic decimetre is called a 
Hire; since i decimetre = 10 centimetres, it follows that 
a litre (or cubic decimetre) contains 1000 c.c A litre is 
somewhat more than a pint and three-quarters. 

The standard of weight — or rather of mass— is called 
a tibgrammi, and is a little more than aj lbs. It is 
divided into 1000 parts called grammes. We shall use 

The British standard pound liears no simple relation 10 
the units of length and volume lised in this country ; but 
the original standard kilogramme was so constructed as 
10 have a mass equal to that of a cubic decimetre (or 
htre) of water al a temperature of 4° Centigrade. Thus 
I c.e. (one-thousandth of a cubic decimetre) of water at 
a'C, weighs exactly one gramme (one- thousandth of a 
kilogramme). 

A little experience will show the student how con- 
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between the unit of volume and the unit of i 
will also Hnd that by using a decimal system we avoid a 
number of troublesome calculations, such as those re. 
quired for reducing miles lo inches and pounds to 
ounces. The system is now generally used in scientilic 

advisable that the student should acquire some acquaint 
early a stage as possible. 
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CHAPTER I 

TEMPERATURE 

1. Hot and Oold Bodies.^When we stand in front, 
of a fire on a cold day we experience a pleasant sensation of 
warmth. The same sensation is produced, in a more or less 
pleasant degree, when we touch objects in the neighbourhood 
of the fireplace which have been warmed by the fire. We 
attrijiute the sensation, in the first case directly, and in the 
second case indirectly, to the heat given out by the fire, and 
objects which produce this feeling when we touch them are 
said 10 be hot. . Objects which have not been warmed by 
the fire will generally produce a sensation of an opposite kind, 
and we say that they feel colii. In ordinary language we 
frequently use the same word to clenole the effect produced 
and the cause which produces it ; thus we speak of the 
sensation of heat Whatever heat may be, we may for the 
present regard it as something that produces in us the sensation 
of warmth. Let us now consider more closely what we mean 
by the terms 'hot' and 'cold,' and how we can best find 
out which of two bodies is hotter than the other. 

You will perhaps say that this can easily be found out by 
tooching each of them with the hand and finding out which of 
the two feels the hotter. Now try this in a room heated 
anificially, say a hothouse which is heated by steam or hot- 
water pipes. The pipes themselves, and perhaps the objects* 
nearest lo them, will feel very hot, and we may naturally assume 



that they are really hotter than other objects. But these 
latter produce sensations which differ among themselves in a 
surprising manner. The wooden shelves on which the flower- 
pots are arranged do not appear much warmer than the hand 
itself, whereas the iron brackets on which they are supported 
feel uncomfortably hot ; a piece of slate or iron in a far 
comer of the room may even appear hotter to the hand than a 
wooden shelf just above the heating apparatus or a strip of 
matting wound round the pipes, so that nearness to the source 
of heat cannot be the cause of the difference in behaviour. 
Before concluding that the iron and slate are really n 



than the wood and matting wt 


: ought to extend oi 


ir observa- 


tions and examine them mori 


i closely, so as to si 


ie whether 


there is any source of error. 






Try a cold room next, say e 


m ordinary dwelling-. 


room on a 


cold day and without any fire. 


Touch the various 


articles in 



the room as you walk round and note the sensations which 
' they produce in the hand. The table and chairs appear some- 
what cold, the mantelpiece (if of slate or marble) colder, and 
the fireplace and fire-irons colder still. The carpet and table- 
cloth scarcely produce any sensation of cold at all, and if you 
bury your hand in a thick soft hearthrug it will appear warm 
to the touch after a while. The naked soles of the feet, which 
are ordinarily preserved from extremes of heat and cold by 
stockings and leather soles, are even more sensitive than the 
hands. You can readily test this by drawing a hearthrug near 
to a slate or tiled hearth and standing bare-foot partly on 
each ; the rug scarcely produces any sensation of cold, but the 
hearthstone is uncomfortably cold, and the floor between 
slightly cold. And in this case we have no good reason for 
believing that the stone is really colder than, the wood, or 
the wood than the rug. 

2. Conduotlon of Heat. — If you take a poker and push 
the point of it well into a fire, you will find that after a while 
the handle begins to get warm ; the heat travels along the 
poker by a process which is called conduction. You can 
observe the same thing in a teaspoon partly immersed in hot 
water, and if you take two different teaspoons — a common one 
made of Britannia metal and a silver one — and put them in the 
*same cup of hot water, you will find that the handle of the 
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silver spoon gets hot more quiclily than the other. The silver 
conducts heat more rapidly than the alloy, or is said to be a 
better conductor. Metals are generally good conductors of 
heat, and stone, slate, and marble are fairly good ; wood is a 
bad conductor, and wool, flannel, and fur still worse. Now 
when you take hold of a warm iron rod heat at once begins to 
flow from the hot body (the iron) to the colder body (your 
hand) which is in contact with it ; and, since iron is a good 
conductor of heat, there is also a rapid flow of heat from all 
parts of the rod toward that part which is cooled by contact 
with the hand. Thus there is a rapid transference of heat 
from the iron to your hand ; your hand gets warm quickly 
and you say that the iron ' feels hot.' An equally hot wooden 
rod would not ' feel ' nearly as hot to. the hand ; wood is such 
a bad conductor that the part of the rod first cooled by contact 
with the hand would practically remain cool. And so when 
you touch a cold body ; if it is a good conductor, iron or stone, 
heat flows from your hand and is rapidly conducted away into 
colder parts of the body. But if it is a bad conductor, such 
as flannel, most of the heat taken from your hand remains in 
ihe part of the flannel which is in contact with the hand, and 
so it soon begins to feel warm. Thus the heat-sensation which 
you experience when you touch a body with your hand depends 
not only upon whether the body is hot or cold, but also to some 
extent upon its conducting power. It also depends upon Ihe 
previous state of the hand, as can be shown by the following 
experiment 

ExPT. I.— Take three large basins and fill the first with ice 
or a freezing mixture of ice and salt. Into the second pour 
lap-water or water slightly warmed, and into the third water as 
hot as the hand can bear. Plunge your left hand into the ice 
and your right into the hot water : after holding ihem there for 
a few minutes put both hands in the middle basin. The water 
in it will, by contrast, appear cold to your right hand, while, at 
the same time, it feels warm to the left hand. 

3. Temiwrature. — In scientific language a hot body Is said 
to have a high temperature, while a cold body is said to have 
a low temperature. It is important that you should understand 
exactly what this term temperature means. It is not the same 
thing as heat Nor is it a quality of any particular body, for 



a. body ma.y be cold at one time and hot at anothei : it is 
simply a state or condition of a body. Temperature is some- 
times defined as being the ' state of a body with respect to 
sensible heat ; ' but we bad better from the outset avoid the 
use of any terms which would seem to indicate that there are 
difTerent kinds of heat. 

When two water cisterns at different levels are connected 
by a pipe, the difference of level produces a pressure which 
causes the water to flow from the higher cistern to the lower 
one. So when a hot body is placed in contact with a colder 
body heat flows from the hot body to the colder one. Here 
the difference in temperature corresponds to the difference in 
level of the water cisterns, and the heat flows from the body at 
a higher temperature to that at a lower temperature, just as 
water tends to flow from a higher to a lower level. We are 
thus led to the following definition ; — 

Temperature is a condition of bodies thai determines which 
of two bodies when placed in contact will part with heat to the 

The body which parts with the heat is said to have the 
higher temperature ; if there is no transference of heat the 
two bodies are said to be at the same temperature. 

4. EEFeots of Heat — Ezponsioii. — The principal effects 

produced by applying heat to a body are (i) change of size, (2) 

change of temperature, and (3) change of state. We shall 

begin by observing how heat causes 

Q solids, liquids, and gases to expand, 

and then go on to see how this ex- 
pansion can be used as a means of 
measuring temperature, 
ExPT. 2. — Expansion of Solids. 
— This can be observed by taking 
a brass ball and a ring (Fig. 1} 
which fits it loosely, so that the ball 
can Just pass through the ring when 
both are cold. After the ball has 
been heated over a spirit-lamp or in 
the flame of a Bunsen burner it will 
no longer pass through the ring but 
thus showing that it has expanded. As the 
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ball cools it contracts to its original size, and the ring, being 
warmed by contact, also expands a little : so that after a few 
minutes the ball drops through. 

ExPT. 3. ^Expansion of Liquids. — Fit a small ' flask »' ' 



Fill the flask with water 

r solution of indigo ; push 



cork and long narrow glass tube, 
coloured by a little litmus tincture 
the cork in so as to force the 
coloured ■ water half-way up the 
tube and see that no air is en- 
closed below the cork. Make a 
movable index out of a piece of 
card or stifT paper by cutting two 
slits near the ends and slipping 
it over the tube, as in Fig. z. 
On immersing the flask in luke- 
>i3Tm water its contents will 
expand and the column of 
coloured water in the tube will 
gradually ascend. 

Liquids expand with heat 
more rapidly than solids, and 
air and Other gases more rapidly 
than either. 

ExPT. 4. — Expansion of 
Gases. — The expansion of air 
can be observed in a simple 
way with a flask (empty) fitted 

as above. Hold the flask upside down with the open end of 
the lube just dipping under water ; (he heat of (he hand 
applied to the flask is enough to make the air expand, as can 
be seen by the bubbles which escape through the water. To 
fit up the insttximent for permanent use take a bottle with 
i fairly broad bottom, pour a little coloured water into it, and 
by means of a good thick cork fix the tube in (he neck of 
the bottle wilh the end dipping under the water (Fig. 3). In 
(he side of the cork cut a slit so as to allow the air to pass 
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freely in and out of the lower bottle. Place your hand on the 
flask, or heat it gently by holding a lighted match near it, until 
about a dozen bubbles of air have been expelled ; the air will 
contract on cooling, and the column of liquid will ascend about 
half-way up the tube, which should be provided with a movable 
index as before. The instrument now forms a fairly sensitive 
thermoaoope ; by watching the movements of the column oi 
water you can find out when heat is imparted to, or talien 
away from the air in the flask. Thus you can tell whether a 
given sample of water is hotter or colder than the air ; for you 
can pour a few drops of the water upon the inverted bottom of 
the flask, and if the temperature of the water is higher thari 
that of the air, expansion will occur and the column will 
descend and vice versa. Or again, by moving the thermoscope 
from one room to another you can compare the temperatures of 
a series of rooms. 
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CHAPTER II 

THERMOMETERS 

. What we have called an air-thermoscope (Art. 4) is 
s called an air-thermometer, but it does not deserve 
to be dignified with this name, for a thermometer (as its name 
implies) ought not only to indicate changes of temperature but 
also to measure them. Our air-thermoscope does not always 
give the same indication when exposed to the same temper- 
ature ; its indication, i.e. the height at which the column of 
water stands, depends upon the pressure of the atmosphere, 
which varies from time to time. For this and other reasons it 
would not be easy to use it (in the form described) for 
raperature. Liquids are not affected by changes 

mospheric pressure as gases are. A rough kind of ther- 
n be made by blowing a bulb at one end of a narrow 
glass tube and filling it with coloured water or some other 
liquid : the liquid should then be warmed and the open end of 
the tube sealed. But how is the thermometer to be graduated? 
You might affix a paper or cardboard scale to it and divide 
this into a convenient number of equal parts, say twenty or a 
hundred ; but you would find if you made another ther- 
mometer in the same way that the two would not give the same 
indications at the same temperature. Your graduation being 
an arbitrary one, the indications of one instrument cannot be 
compared with those of another. A more scientific way would 
be to begin by choosing two standard temperatures as ' fixed 
points' to which all thermometers could be referred. The 
fixed points always adopted are the temperature at which ice 
melts and that at which water boils. If you immerse a ther. 
r in melting ice, or in a mixture of ice and water, you 



will find that it always registers the same temperature ; this 
is called the melting-point of ice, and is taken as the ' lower 
fixed point ' of the thermometer. The temperature at which 
water boils varies slightly with the atmospheric pressure, but 
for a given pressure it is constant, so that if we fix upon a 
certain pressure as the Btandard. atmoepherio pressure, 
then the boiling-point of water will give us a second or ' higher 
Rxed point ' for our thermometer. These two fixed points are 
very convenient standards of reference, for both water and ice 
can always be obtained in a state of purity. 

Thermometers are never filled with water : a water-ther- 
mometer could only be used through a very limited range of 
temperature ; it would be impossible to mark the Axed points, 
and even between these the expansion of water is very irregular. 
Mercury (quicksilver) can be used through a much wider range 
of temperature ; it expands more regularly than other liquids, 
and for these and other reasons it is almost always preferred 
as a thermo metric fluid. 

Q. Constniotionof aMeroioryThermometar. — A bulb 
is blown at one end of a capillary glass tube, i>. a tube with a 
very fine bore. On account of the contained air and the fine- 
ness of the bore the bulb cannot be filled iiy pouring mercury 
down, but if you gently warm it so as to expel some of the air. 



Fig. 4. TKBBMOHBTEK5. 

and then dip the open end of the tube under mercury, a little 
of this will be sucked up as the air cools and contracts. The 
process of heating and alternate cooling must be repeated 
several times until the bulb and tube are filled with mercury ; 
finally the whole is carefully heated, so as to drive off any con- 
tained air and moisture. While the mercury is stjil warm the 
end of the tube is closed by cautiously directing a blow-pipe 
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flame against it, so as to fuse the glass ; a vessel closed in this 
way is said to be hennetically aeaJed. The ihemiometer 
should now be allowed to cool very slowly, and should be put 
aside for several days before the fixed points are marked. 
After the bulb is blown it does not contract at once to the 
size which it finally assumes ; the greater part of the con- 
traction may occur in the first hour or so, but the bulb goes 
on shrinking gradually for a long lime after. Good ther- 
mometer-makers keep a stock of filled tubes, and do not 
graduate them until about a year or so after they are filled. 

7, Markinff the Melting-point.^In order to determine 
the lower fixed point the bulb and part of the stem of the ther- 
mometer must be covered with 
melting ice or snow. Put the 
pounded ice or snow in a large 
glass funnel supported on a tripod 
(Fio- 5) ; push a pencil or pen- 
holder into the ice so as to make 
a hole into which the thermometer 
is to be introduced, and pack it 
round with finely -pounded ice. 
After it has stood for a few minutes, 
readjust it so that only the top of 
the mercury column can be seen 
above the ice ; leave it for a quarter 
of an hour, and then mark ofl^ the 
height of the column by making 
a fine scratch on the glass with 
a diamond point or a sharp three- 
cornered file. 

a Tbe Boillns-point— Inde- j, 

lermining the upper fixed point the 

bulb and as much as possible of the stem are immersed in 
1 current of steam. The apparatus used is shown in Fig, 6. 
The steam arising from the boiling water ascends through 
the inner of the two concentric cj'Iinders, descends (as 
shown by the arrows) through the annular space between 
them, and escapes into the air by the spout C. The ther- 
mometer is fixed by a cork in a hole in the lid, and should 
be pushed down until the top of (he mercury column is only 



just visible above the cork. After standing for a quarter of 
an hour (or until the mercury has stopped rising), the height 
is noted. At the same time the barometer should be read : 
if its height is 76 centimetres (see p. 29) the pressure is that 
which is taken as the standard atmosplierio pressure, and 
the boiling-point is ex- 
actly the temperature 
which is taken as the 
upper fixed point for 
thermometers. If the 
pressure is greater, the 
boiling-point is higher 
and vice verta; the 
corrections to be made 
for these changes will be 
understood after reading 
ChapterVIII. It is im- 
portant to expose as 
much as possible of the 
stem, as well as the 
bulb, to the steam: the 
bulb should not dip into 
the water, for the tem- 
perature of the boiling 
water itself is somewhat 
uncertain. 
^. J 9. O-raduatlon — 

*■ ' The Centigrade Scale. 

— The interval between the two fixed points can now be divided 
up into a number of parts of equal volume called degrees. In 
thermometers intended for scientific use the number adopted is 
one hundred, the lower fixed point being marked 0° and the 
upper 100°. Thermometers so graduated are called Centl- 
grade thermometers, and the Centigrade Scale is the one 
which will be used throughout this book. The graduation is 
effected by etching it on the glass stem of the instrument : 
this is covered with a thin coating of wax, upon which the 
divisions and numbers are marked with a needle point so as 
to lay bare the glass, after which the marks are etched or 
bitten into the glass with hydrofluoric acid. 
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The graduation can be extended above the boiling-point 
(ioo°) and below the freezing-point (o°). Temperatures below 
the freezing-point are indicated by a minus sign ( — ) prefixed : 
thus '- 10° C is read 'minus ten degrees Centigrade,' and 
indicates a. temperature of ten degrees Centigrade below the 
freeiing-point of water. 

lO. The Fahrenheit Scale.— On the Continent (especially 
in France) the Centigrade scale is used not only for scientific 
purposes but universally. In England the Fahrenheit Scale 
is still in popular use. In this scale the interval between the 
two fixed points is divided into 180 equal parts or degrees. 
Since the same interval of temperature is divided into 100 
degrees in the Centigrade scale, it is clear 
that one degree Fahrenheit is equal to fivt 
ninths of a degree Centigrade, and a degre 
Centigrade is equal 10 nine-fifths of a degre 
Fahrenheit. Further, the zero (or 0° mark) 
on the Fahrenheit scale is not placed e 
melting-point of ice but 32 degrees Fahrenheit ; 
lower ; this is about the temperature given by 
a mixture of ice and salt, and was erroneously 
supposed by Fahrenheit to be the lowest tem- 
perature which could be attained. Thus the 
melting-point of ice is marked as 32° in the 
Fahrenheit scale and the boiling-point of water 
as 212° (33°+ lBo'' = 212°). The relation 
between the two scales is shown in Fig. 7, 
and the following examples illustrate the 
method of conversion from one scale to the other 

IL Conversion of Soales.^i"^-. 1. Find the Centi- 
grade temperature corresponding to 77° F. 

77° F, is 77-32 = 43 Fahrenheit degrees above Ihe freezing-point 

degrees. The required tPmperatute \s therefore 25° C. 
£.r. 2. What is the Fahrenheit temperature corresponding 
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4 4 



15° c? 

1 5 Centigrade degrees are equivalent tc 
and since the Centigrade zero coui 
peralure is 33° + vf = 59° F. 



= 37 Fahrenheit degrees, 
i°l'., the^rig^^^t^^t«m- 



The rules for conversion of scales may be stated thus : — 

Toehange from Fahrenheit to Centigrade. ^-Sublracl 3a. multiply the 

remainder by j and divide by 9. 
To cliange from Centigrade to Fahrenheit. — Multiply by 9, .divide 

by 5 and add 3a. 

12. Advantages of the Mercurial Thermometer.— 

The convenient form and size of the mercurial thermometer, its 
cheapness, the ease with which it can be read and the fact that 
the readings give the temperature directly without any correc- 
tions, e.g, for barometric height, — these are all points in its 
favour. By making the capillary bore of the tube very line and 
the bulb comparatively large, it can be made almost as delicate 
as we please ; e.g. thermometers can be made to measure the 
one-hundredth part of a degree Centigrade. The special advan- 
tages of mercury as a thermometric fluid are :— 

(1) The large range oflemperature which it allows. ' Mercury solidifies 

at -38°.5 and boils al 357°.) 
(a) The regularity of iis expansion. 

(3) It is opaque ; this enables us [0 follow the movements of a fine 

thread of the hquid with ease. 

(4) Its specific heat (see Art. 40) is low {0-033) 3i"i it is a good con- 

ductor of heat ; thus il rapidly takes the lemperaliire of ihe medium 

13. Errors and Correctlona — (i) The gnulual rl«e or th.e zero- 
point.— This is due to the slow contraction of Ihe bulb and has been 
referred to in Art. 6. Every thermometer used for accurate work sbould 
from lime to lime have its zero-point redetermined as described in An. 7, 
The requisite correction can then be applied throughout tbe scale ; e.g. if the 
new zero-point is found to be o'-S this amount must be subtracted from all 
readings, so that a reading of, say, iB°.4 would indicate a temperature of 

(2) Temporary lowerlnlf of tbe zero-point. — This occurs when 
the instrument has been subjected to a high lemperalnre, as in deter- 
mining tbe boiUng-point of a liquid ; the bulb does not contract at once to 
its normal size, so that for some hours afterward the readings of the 

(3) Error dus to exposure of the stem. — This is a frequent source 
of error in determining high temperatures, i.g. in finding the boihng-points 
of liquids. It is not sufficient to immerse Ihe bulb alone in Ihe vapour ol 
the liquid, for in this case the whole of the mercury is nol at tbe same 
temperature ; a portion of it (thai contained in the exposed pan of the 
slem) is at a lower lemperalure. approximately that of tbe surrounding 
atmosphere, and in consequence Ihe reading will be too low. The 
most salisfaetory way of dealing wilh this error is to remove il alto- 
gether by subjecting the whole of the mercury -column to the lemperalure lo 
d (see Art. 8). 
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(4) Brrora due W poeltion and preesvire. — A ihennometer used 
in a boriioatal position will give blgher readiogs Ihan when it is vertical, 
on accounl of the removal of the hydrostatic pressure due lo the mercury 
columti : in [he venical position (his tends to compress Ihe niercuiy and 
dilate the bulb. Thermometers exposed lo great pressure give readings 
which are too high on account of compression of the bulb. 

Examples on Chapter 11 

I. On a certain day I found that the temperature of the air rose through 
J3'5 degrees Fahrenheit between sunrise and mid-day : through how many 
degrees would a Centigrade thermometer have risen ? 

a. Find the temperatures on the Centigrade scale corresponding to the 
following: 59° F., 104° F., 185° F., aog" F. 

3. Find the temperatures on the Fahrenheit scale corresponding to the 
foUowing: go' C. 80' C. 30° C, - 5' C. 

4. Elipress on the Fahrenheit scale the temperatures at which mercury 
solidifies (-38°-5 C.) and boib (357° C.) 

5. A thermometer is graduated so that it reads 15 in melting ice, and 
60 in normal steam ; convert into Centigrade degrees the readings 30 and 

6. Calculate the temperatures Centigrade corresponding to 100° F., 
-40° F., n'r., g8° F. 

7. The normal temperature of the human body is 98°-4 F. What is 
it on the Centigrade scale? Ai what temperature will the readings of a 
Centigrade and a Fahrenheii thermometer be the same? 
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CHAPTER III 

EXPANSION OF SOLIDS 

14. Linear Expansion of Metals, eto, — The fallowing 
is one of the simplest ways of observing the increase in length 
of a meial bar when it Js healed. 

EXPT. 5.^Lay a flat bar of iron, about l ft. long-, across two 
wooden blocks, as in Fig. 8, Under one end (between it and 



Fig. 8 ti/81. 

the block) place a fine sewing-needle at right angles to the 
length of the bar. On the other end place a weight, so as to 
keep it fixed, and make the bar bear well down upon the needle. 
Attach a light straw pointer by sealing-wax lo the eye end 
of the needle, and at right angles to it. 

Heat the bar with a spirit-lamp or Bunsen burner ; as it 
expands the free end moves forward and rolls the needle round. 
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Since the needle is small, a very slight r 

will make the pointer move through a sensible arc. 

Repeat the experiment with strips of glass (which should be 
heated cautiously), copper, zinc, etc. 

15. Unequal Expaneion of Metals. — Different metals 
do not expand equally when heated. The following experi- 
ments show that brass expands more than iron when both arc 
heated through the same interval of temperature. 

EXPT. 6. — !n Fig. 9 is shown a 'gauge' consisting of a brass 
(or copper) bar with two cross pieces riveted at right angles to 



Fig. 9. 
its length. These are so adjusted that at ordinary temperatures 
ihey just grip an iron bar placed between them. 

On passing the bars backward and forward through a flame, 
so as to heat them equally, it will be found that the iron bar 
drops out. The brass expands more than the iron and can no 
longer grip it firmly, 

Ekpt. 7. — Take two Chin strips of iron and brass respectively: 
solder or rivet them together, hammer the compound strip 



straight, and then heat it by holding it over a fire or passing it 
ihrough a gas-flame. On account of the unequal expansion of 



the metals the strip bends, the more expatisible metal (brass) 
being on ihe outside of the curve (Fig. lo), 

16. Ooefflolents of Eixpansion.^Experiment shovvs that 
when a metal bar is heated it expands uniformly, and the ex- 
pansion or increase in length is proportional ( i ) to the 
original length of the bar, (a) to the interval of temperature 
through which it is heated, and (3) to a certain fraction 
which depends upon the nature of the substance, and which 
is called the coefficient of linear expansion of that sub- 

The coeffident of linear eipansion of copper is about or 0-000017. 

If a bar of copper 30 inches in length at 0° tie heated to 1°, its length 
will become 30 (i-i — - — ) inches or 30 (i +0-000017) inches ; and, since 
flie expansion is proportional to the rise of temperature, at 10° its length 
will become 30 ( I -H -i2_\ inches or 30 (i +0-000017 x to) inches, and 



Tbec< 
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. of a sutKtance may be defined in a. 



will in 
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expansi 
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Definition 2. — The coefGcienl of linear expansion is the ratio of the in- 
crease of length produced by a rise of 1° 10 the original length. 

Detinilion 3. — The coefficient of linear expansion is numerically equal 

Let a denote the coelKcient of linear expansion of a body whose length 
at 0° is / : starting with any one of the above definitions you will easily see 
that the expansion produced by heating the body to /° will be laf, and 
that its length /' at t° will be given by the equation 



= l+lat 



= /(,- 



(O 



malte yourself thoroughly fami 



AppRoxihiATe Coefficients of Linear Expansion. 
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17. Szatnplea atxd ApplloationB of BxpatiBlon. — You 

wilt see by the above table that glass and platinum have the 
same coefficient of expansion. These two substances expand 
and contract at the same rate, so that if a platinum wire is 
fused into a glass tube the joint will remain good on cooling. 
It is mainly on this account that whenever a metallic wire has 
to be fiised through the side of a glass vessel platinum is 
always used. If you try to (iise a copper wire into a piece of 
glass tubing, you will find that on cooling the copper contracts 
more rapidly than the glass, and so a crack is started which 
makes the joint leaky. 

Boiling water may be poured into thin glass vessels such 
as beakers and flasks without much danger of cracking them. 
But glass is such a bad conductor of heat that, if boiling water 
is poured into a thick-bottomed tumbler, the inside of the 
tumbler expands before the heat has had time to reach the 
outside, and in consequence of this irregular expansion the 
glass cracks. 

The best way of loosening a glass stopper when it has 
stuck fast in the neck of a bottle is to make use of the expansion 
of glass by heat. Hold the neck of the bottle over a small gas- 
flame, turning it round so as to heat it gently and uniformly-: 
the neck expands before the heat has time to penetrate farther, 
and after tapping the stopper with a knife or key it can generally 
be pulled out 

EXPT. 8. — Stretch an iron or platinum wire, two or three 
feet in length, horizontally ; if you have no suitable clips for 
holding it, support it on bricks with heavy weights placed 
on top. Heat it by means of a long burner placed underneath, 
or, belter slill, by passing an electrical current from a battery 
through it. As the wire expands it bends or ' sags ' under 
the influence of its own weight : on cooling it tightens up again. 
This sagging can be observed in telegraph wires, and is more 
noticeable in summer than in winter. 

Standard yard-measures and metre-scales are constructed so 
as to be of a given length at a definite temperature : thus the 
metre is defined as being the distance between the ends of a 
tod of platinum made by Borda, the rod being at the temperature 
of melting ice. A scale which is correct at 0° will not be 
correct at 15*, for it will have expanded, and its real length 



will be greater than its apparent length : to make allowance for 

this we require to know the coefficient of expansion of the 
material of the scale, and then we can calculate its real length 
at any temperature according to equation (i) Art. l6. Such 
corrections have to be applied to all brass and glass scales 
affixed to barometers, ela 

18. Force exerted in ElxpanBlon and Oontraotion. — 
Great force is required to stretch a bar of iron appreciably, 
and when such a bar is made to expand by heat a corre- 
spondingly large force is exerted against any obstacle which 
resists its expansioa 

If the bars of a furnace were firmly fixed at both ends, they 
would, in endeavouring to expand, either loosen the masonry on 
either side, or else the bars themselves would bend. Instead 
of this, they are fixed at one end only and are free to expand 
at the other end ; or, as in boiler-furnaces, the fire-bars are not 
fixed at all at the ends, but simply rest upon cross-bars. 

Wheelwrights employ the force of contraction in making 
cart-wheels. When the wooden framework of the wheel is 
ready il is placed in position on the ground : the tire or iron 
rim, which is made somewhat smaller in diameter, is heated 
until it has expanded sufficiently to allow the wheelwright to 
slip it on. Cold water is now poured over the iron, and as It 
shrinks it binds the parts of the wheel firmly together. 

In making railways, especially if the rails are laid in cold 
weather, a space of about a quarter of an inch is left between 
each rail and the next in order to allow for expansion in summer. 
In all large metal structures engineers endea\'our to obtain 
freedom of movement under changes of temperature. In the 
Britannia tubular bridge over the Menai Straits this is secured 
by resting the metal tubes on rollers at one end ; and in the 
huge Forth bridge, which has recently been constructed, t*ie 
rails on the 1700-feet span are free to slide to the extent of 
18 inches. 

10. Compensation of Olooks and WatoheB. — The 
rate at which a clock goes is controlled by the movements 
of its pendulum, and the time taken by the pendulum to swing 
backwards and forwards depends upon its length. You can test 
this with a pendulum consisting of a bullet hung from a string. 
If the string is a metre (or about 39 inches) in length, the 
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bullel takes just a. second to swing from side to side : if you 
reduce the length of ihe string to one-quarter, it will swing 
twice as quickly. Now the meial rod which supports the bob 
of a pendulum expands and contraas as the temperature rises 
and falls, so that unless the pendulum is compensated for 
changes of temperature the clock will go slower in summer 

If you refer to the table in Art i6, you will see that the 
coefiicient of expansion of brass is 
about 1^ times that of iron. 

Now let AC (Fig. ii) repre- 
sent an iron rod and BC a brass 
rod, the two being connected by a 
cross bar at C : if the iron rod is 
made just i J times as long as the 
other, both will expand equally -^^i^ 

when the temperature rises. 
Further, if the point A is lixed, 
ihe iron rod AC will expand down- 
wards, while the brass rod CB will 
expand upwards through' ihe same 
dislance, so that if A were the point 
of suspension of a pendulum and 
B its bob, the length of the pen- 
dulum would not be affected by a 
change of temperature. A pendu- 
lum made exactly as in Fig. ii 
would be long and awkward ; the 
form commonly used is the 'grid- 
iron pendulum' shown in Fig. 12, pi,^,,. Fig. u. 
in which the dark lines represent 
iron rods and the lighter lines brass rods. 

If you examine a watch, you will find in it a wheel with 
a heavy rim, which is called a balance-wheel ; this swings 
backwards and forwards and regulates the rate of the watch as 
a pendulum does that of a clock. In hot weather the wheel 
expands and the watch tends to go more slowly : in order to 
prevent this, good watches and chronometers are fitted with 
compensated balance-wheels, in which the rim is divided into 
iwo or three separate pieces (Fig. 13), each of which is fixed 



; end and is loaded at the free end. Each 
m is made of two metals of unequal expan- 
sibility, such as steel and brass, the more 
expansible metal being outside ; this is 
shown in Fig. 1 3, where the black segments 
represent steel and the shaded ones brass. 
I You have learned from Expt. 7 (Art. 1 5) 
that such strips curl inivards when heated, 
in so doing they throw their loaded 
ends nearer the centre of the nheeL At 
same time the direct expansion of the 
1 outwards. These two effects can be 
made to compensate one another so as to keep the time of 
oscillation the same in summer as in winter. 
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ficial expansion or increase of area. Con 
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AC or a. we may say that the increase ot ares 

is produced by raising the temperature of unit ai 

(see Def. 3. Art. i6) Ihe coefficient of superficial expansion is :iii ur 15 

double the coefficient of hnear eipansion 

This may also be shown m another way The lengih of each side of 
the cvpended square al 1° is 1 +a The area of the square is therefore 
(1 + 11)*= 1 + 2a + B*. Now a the coefficient of I near expansion — is 
always a small fraction ; the largest coefficient given m Art 16 IS less 
than 0-00003, ^ '''»' 'lie ■ 
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ir expansion. Cor 
uoe eacn oi wnose siaes is oi unii lengin ai o° and of length I H 
The volume of the cube al the latter temperature is 



We have already seen thai a' i. 
e may therefore neglect the last ti 
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of brass wire is exactly 3 metres long al 250° : 

°? 

the same system of notation, we have 
'■ac 300 


be 



foo47s "^ '^ '*""' 

3. An iron steam-pipe is 40 feet long al o" : whatuill be its length when 
Bleam al 100° passes Ihrough ii P 

4. Whal is meanl by saying ihat the coefficient of expansion of steel is 
oODoaia? Assuming the highest summer temperature to be 40° C, and 
the lowest winter temperature -20° C., what allowance should be made 
lor expansion in one of the 1700-feet spans of the Forih Bridge ? 

S- The length of the iron railway bridge across the Menai Straits is 
about 461 metres. Find the total expansion of this iron tube between 

6. A copper rod. the length of which al 0° is 3 metres, is heated to 
:ixi°: what will its length now be? At what temperature will its length 

7. An iron yard-measure is correci at the 



decimetre al 0° C. 7 



CHAPTER IV 

EXPANSION OF LIQUIDS 

SI. Real and Apparent Expansion. — In the experiment 
with a flask and tube described in Art. 4 it is not the real 
expansion of the liquid that is observed. The flask expands 
at the same time and its capacity increases, so that the 
observed or apparent expansion of the liquid is less tlian its 
real expansion. That the flask does expand can be shown 
in a very striking way by heating it suddenly. Instead of 
immersing it in lukewarm water, so as to heat it gradually, 
plunge it at once into hot water and watch the top of the 
column in the tube. This will fall as if there were a sudden 
contraction of the liquid : the contraction soon ceases and is 
followed by a steady rise of the column. The apparent con- 
traction is accounted for by the fact that the flask expands 
before the heat has time to pass through the glass and warm 
the water inside. Thermometers behave in the same way. 
It is clear that the liquid expands more than the glass, for 
otherwise there would be no rise of the column. 

We have thus to distinguish between the real expansion 
of a liquid and its apparent expansion as observed in a 
glass vessel. It can be proved that the real expansion is 
equal to the apparent expansion together with the cubical 
expansion of the containing vessel. 

22. Unequal Expansion of Liquids. — Expt. 9. — Fit 
up three glass flasks with tubes as in Expt, 3, The flasks 
should have a capacity of about loo cc, but in any case they 
should be of the same size and be fitted with tubes of the 
same bore. Fill one flask with mercury, the second with 



ai-as EXPANSION OF LIQUIDS 33 

coloured water, and the third with some other liquid, such as 
alcohol or common methylated spirit coloured with turmeric. 
Put in the corks so that the liquids stand at the same height 
in the three tubes and fix a cardboard scale behind to indicate 
this height. Place the three flasks side by side in a tin trough or 
any other convenient vessel and pour into this sufficient luke- 
warm water to cover the flasks up to the corks. Wait until the 
expansion has ceased and there is no further rise: when this is 
the case the flasks and their contents will be all three at the 
same tempierature, and to make sure of this you may stir the 
water about so as to mix it. 

Vou will now find that all three columns have risen, but to 
different heights ; the mercury has risen least, the water next, 
and the alcohol or spirit much more than either. At the 
beginning of the experiment the three liquids were at the same 
temperature and occupied the same volume : they have been 
heated through the same interval of temperature and now they 
occupy diflferent volumes. What you observe is, of course, the 
apparent expansion, but as the flasks are of the same size and 
made of the same material, it follows that the observed expansion 
is less than the real expansion by the same amount in all three 
cases. We can, therefore, conclude with certainty from this 
experiment that difierent liquids expand unequally when heated 
through the same interval of temperature ; in other words, 
different liquids have different coefficients of expansion. 

2a Meaaurement of Apparent BxpaiiBlon. — ir a glass vessel 
£Ued with any liquid is warmed, a portion of the liquid over- 
flows ; and if you weigh the amounl of the liquid expelled 
and also that which is left in the vessel, you can ealeiJale 1" ' 
coefEdent of apparent eipansion of the liquid in glass. T 
vessel used is a spherical or cylindrical glass hulb with 
narrow neck, and is called a -w^irht-thepmometer. 

EXPT. 10.— To find the coefficient of apparent expansii 
of mercury. Make a weight-thennomeier by blowing a bu 
at the end of a piece of thermonieler tubing, or seal off o 
Mid of a wide lube and draw out the other end into a lii 
neck. Bend the neck twice at right angles, as shown in Fi 
15. Weigh the empty thermometer. Fill it inlhesame wi 
as ao mdinaiy thermomeler (Art. 6) by dipping the open end 
or beak under mercury and alternately healing and cooling 
the bulb until all air is expelled and the tnercury fills the bulb | 
and lube completely. Allow It to cool slowly {with the beak 
Itill dipping under mercur)') to the temperature of the air and n 



1 



thai temperature is. Clean and w 

place it under the be^ of the therj 

contents to a convenient known lemperature (say 60°} by immetsinj; it in 

a large beaker of hot water. Weigh the mercury which overflows into 

the crucible : also dry and weigh the thermometer. 

You can improve the above meihod by cooling the mercury in melting 
ice to 0° (instead of to the lemperature of the air) and heating it lo 100° in 
the boihnE-point apparatus (Fig. 6), The following are the results of such 

Weight of mercury expelled at 100° .... 8-49 gm. 
Weight of mercury contained in thermometer at 100° . 545 



From this the real expansion of mercury can be found when the cubical 
expansion of the glass is knovro. Assuming, according to Art. ao. thai 
the coefficient of cubical expansion of the glass is 3 x 0-00000B6 or 
00000353. we And Ihat the coeflicienl of real expansion of mercury is 
0.01XHSS8 + 0.0000258 = 0-00018 16, 

24. Peculiar behaviour of Water.^When water is 

gradually cooled it does not contract regularly down to the 
freeiing'-point, but begins to expand again before it reaches this 
temperature. 

ExFi'. 1 1. — Make a coil of lead tubing by bending it round 
a bottle. Close the lower end with a cork ; leave the other 
end sticking up and fit it with a cork and narrow tube. Fill 
the coil and lube with water ; this is best done by sucking up 
the water before the bottom cork is pushed in. Now cover the 
coil with ice and watch the water in the tube. At first it falls 
rapidly ; gradually the contraction becomes slower, and after a 
while the column comes to rest ; then it begins to rise, showing 
that the contraction has been followed hy an expansioiL 

Remove the ice and let the water gradually rise to the 
temperature of the air : at first it contracts, then stops, and 
finally begins to expand. 

The temperature at which the water occupies the smallest 
volume is 4° ; both below and above this temperature its 
volume increases. This is expressed by saying that water has 
its maximum density at 4°. 

The density of a substance is defined to be the mass of 
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unii-volunie of thai substance. If M be the mass of a body 
and V its volume, its density is given by the equation D = M/V. 
If we measure mass in grammes and volume in cubic centi- 
metres, the density of a substance will be measured by the 
number of grammes in a cubic ceminietre of that substance. 
Thus when we say that the density of mercury is 1 3-6, we 
mean ihal 1 c.c. of mercury weighs 136 grammes. When a 
substance expands by heat its density becomes less in propor- 
lion as its volume increases. The following experiment shows 
that hot water is lighter or less dense than cold water. 

ExPT. 12. — Boil some water in a flask or saucepan, adding 
a few drops of ink or indigo solution to colour it. Half RU a 
beaker with cold water and on its surface float a thin piece of 
wood. Pour the hot water gently upon this: the vood rises 
with it but serves to break its fall and prevent it from rushing 
at once to Oie bottom of the beaker. The hot water does not 
mix immediately with the cold water, but being lighter floats 
above it, and is easily distinguished by its blue colour. 

25. Hope's Bxperlment.— Hope showed by the following 
experiment that water has its maximum density at 4°. 

A freezing mixture is applied round the middle of a cylindrical 
jar (Fig- 16) filled with water at the temperature of the air. 
Thermometers are inserted through 
holes in the sides of the vessel, so 
as to give the temperature of the 
water in it at tbe (op and bottom. 
The first effect produced by the 
freeing mixture is that the lower 
ihermometer falls, whereas the 
upper one is scarcely affected : this 
shows that the water sinks to the 
bottom as it is cooled by the freez- 
ing mixture. But the temperature 
indicated by the lower thermometer = 
daes not fall steadily to the frcezing- 
poim — // s/o^s at 4°. Now the ■.«■■"■ 

upper thermometer begins to fall, and \x Jails right down to 0°. 
This shows that water at 0° is lighter than water at 4", and 
swims upon its surface. 

This fact is of great im£oaaiice in nature, for the process 
1 1 m A ; , ". . 




which we have described is just what takes place in ponds and 
lakes in winter. As the water cools it becomes hea.vier and 
sinks to the bottom, its place being taken by wanner and 
lighter water. If water contracted regularly down to o°, this 
process would go on until all the water in the lake was 
reduced to o°, and it would then begin to freeze outright But 
the circulation stops as soon as the temperature reaches 4° ; 
after this the colder water floats on the surface and gradually 
freezes. Ice is lighter than water and is also a bad conductor 
of heat ; thus the sheet of ice formed on the surface of a 
lake to some extent protects it from further cooling. The deep 
water of lakes in our climate seldom fells below 4°, so that fish 
can exist in them through our coldest winters. 



expansioQ of a liquid 
mercuiy contained in a glass vessel is ■~^, while its coefficient of real 
expansion is -— - , what is the coefficient of cubical expansion of the glass ? 
a. The volume of a gramme of water tieing r c.o. al 4°, and i.oieg c.c. 
al 60°, what is the mean coefficieni: of expanson of water between these 
temperatures ? 

3. Ca]cnlale the coefficient of apparent expansion of mercury in glass 
from the following results of an experiment with it weight-thermometer ;— 

Weight of mercury expelled at 100° .... 10.3877 gm- 
Weight of mercury contained in thermometer at 100° . 659 gm. 

4. A wdghl-themiometer which contains a kilogramme ( 1000 gm. ) of 
mercury at o° is placed in an oil-bath, and the mercury expelled is found 
lo weigh so grammes. Find Ihe temperature of the bath, iha coefficieni 
of apparent expansion of mercury in glass being 0000155. 

5. A flask containing ice-cold water is warmed gradually by letting it 
stand in a room at 10°. How will the volume of the water alter during 
the process ? What would happen if the flask were plunged into hot water 
so as to heat it more quickly ? 

6. A pond of water has been cooled just to the point of freering; would 
you expect the temperature and density of the water to be the same at the 
top and bottom of the pond ? 

7. The coefficient of linear expansion of glass is o-oooooS, and a certain 
glass flask holds exactly 100 c.c. of water at 0°. What will be the volume 
of the water contained when the flask and its contents are healed to 100" 7 



CHAPTER V 

EXPANSION OF GASES 

26. Behaviour of Oaaea as compared with Xiiqulds 
and Solida.—Every boy who has used a pop-gun knows that air 
can be compressed or diminished in volume by increasing the 
pressure upon it. In the pop-gun a certain quantity of air is 
shut off between two corks in a tube : by pressing a rod against 
one of the corks it is pushed nearer the other ; the volume of the 
enclosed air is gradually diminished and, at the same time, 
its pressure gradually increases. At last the pressure becomes 
great enough to blow out the front cork, and the enclosed air 
suddenly expands and returns to its original state. 

If you fill the pop-gun with water, you know that the water 
accommodates itself to (he form of (he tube, as indeed it does to 
the form of any vessel into which it is poured. But if you cork 
up the water and try to compress it in the same way as air, you 
will find that you cannot do it ; either the front cork is pushed 
out at once, or else the water leaks out through the corks. It 
is true that water can be slightly compressed by subjecting it 
10 great pressures, but you would require a much stronger 
instrument than a pop -gun to do this, and a much more 
delicate means of observing the effect. 

Not only are ^ses more compressible than liquids, but 
they also show a tendency to expand which liquids do not 
possess. If you pour a cupful of water into a glass flask, the 
water lies at the bottom of the flask, and a definite sur&ce 
separates the water from the air above it. It easily ac- 
commodates itself to the shape of the flask, but it shows no 
tendency to accommodate itself to the size of the flask, i^f, to 



fiU il. On the other hand, if you pump out al! the air from a 
fiask and then introduce into it a small quantity of air or any 
other gas, however small the quantity of the gas may be, it 
will expand and fill the flask entirely. And if the size of the 
flask could by any means be increased, the gas would still 
expand and continually fill it. 

Thus you see what are the peculiar properties of solids, 
liquids, and gases. A solid has a definite form and shape, 
which cannot be altered except by applying force to it. A 
liquid has no definite form, but takes the form of the vessel 
which contains it. A gas not only has no definite form, but its 
bulk or volume can also be readily changed : it can be easily 
compressed and it also tends to expand so as to fill completely 
any vessel in which it is placed. 

27. Pressure of the Atmosphere. — ^Expt. 13, 
Choose a glass tumbler having a smooth rim and fill it to the 
brim with water. Slide a piece of stiff paper over the rim, so 
as to cover it and exclude all air-bubbles. Place your hand on 
top and turn the whole upside down. On removing your hand 
you will find that nothing happens— the water does not run out. 

What is it that supports the water ? It is simply the 
pressure of the atmosphere. This pressure is exerted by the 
air in all directions — downwards, upwards, and sideways : in 
the above experiment the air underneath the paper presses 
it upwards and so prevents the water from falling out. It can 
be shown by experiment and calculation that the pressure 
exerted by the atmosphere upon objects at the surface of the 
earth is about equal to a weight of 15 lbs, per square inch, 
or somewhat more than a weight of 1000 grammes on every 
square centimetre. The pressure on the mouth of a pint 
tumbler would be over 100 lbs. weight — far greater than the 
weight of the water contained in it. You will h.ive some ide.i 
of what this atmospheric pressure amounts to when it is stated 
that the pressure exerted by the air on a house is generally 
greater than the weight of the house itself. We will now see 
how this pressure can be measured. 

28. The BsTOmeter., — Expt. 14, Close one end of a 
clean glass tube about a yard in length, and fill it with mercury. 
Place your thumb over the open end (taking care that no air is 
enclosed) and invert the tube in a small basin or glass mortar 
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containing mercury, keeping your thumb tightly pressed 
against the open end of the tube until it 
is well under the mercury. Now remove 
your thumb. Only a portion of the mer- 
cury runs out of Ihe tube ; a column of 
mercury about 30 inches or 76 centimetres 
in height is supported in the tube by the 
pressure of the atmosphere. Repeat the 
experiment with tubes of different lengths 
and diameters, and measure the height of 
the column each time ; you will find that it 
does not depend upon the size of the tube 
provided that the tube is always long 
enough. 

The instrument is called a barometer, 
because it enables us to measure the weight ' 
or pressure of the atmosphere. The space 
in the tube above the mercury is as near an 
approach to a vacuum or empty space as w 
is called the Torricellian vacuum, after Torricelli, by whom 
the experiment was devised. The barometric height varies 
from time to time and from place to place according to the 



1 obtain : i 



changes of the atmosphi 



We shall adopt a 
pressure equal to that of a 
column of mercury 76 centi- 
metres high as the standard 
atmospheric pressure. 

20, Boyle's Law. — Expt. 
I 1 5. Choose a long glass tube of 
I uniform bore ; clean it carefully, 
close one end and bend it as in 
Fig. 18. The open end should 
76 centimetres long. 
1 the tube to an upright 
and pour into it a little 
ry (less than is shown in 
the figure), so as to close the 
bend. By pouring more mercury into the open limb you can 
find out the effect of varying the pressure upon the air shut 
ofT in the closed limb. 




Suppose that the height of the barometer is 76 centimetres. 
When the mercury is at the same level in both limbs of our 
tube the pressure of the enclosed air is the same as that of the 
air outside: it is equal to that of a column of mercury 76 
centimetres high. Now pour mercury into the tube until the 
difference of level (D'C) between the closed and open limbs is 
76 centimetres ; this produces an increase of pressure equal to 
the original pressure of the enclosed air. You have increased 
the pressure upon it from one atmosphere to two atmospheres, 
and you will find that the volume of the air is in consequence 
reduced to one-half. If you were to increase the pressure to 
three atmospheres, you would see that the volume could be 
reduced to one-third, and so on. 

By such experiments Boyle was led to discover the following 

Boyle'a Law. — Th4 volume of a given mass of gas ii 
inversely proporHottal to its pressure. 

In what is stated above it is suppiosed that the temperature 
of the gas is kept constant ; we now proceed to consider the 
elTeci of heating a gas. 

30. Equal ExpoiiBloii of Oflses. — We have already 
seen that heat causes both liquids and gases to expand, and 
we found from Expt. 9 that different liquids have different 
coefficients of expansion : the following experiment will show 
us that this is not true of gases. 

ExPT. 16. — Choose two flasks of equal capacity (as in Expt. 
9), fitted with corks and narrow tubes. Bend the tubes so 
that they may dip under water contained in a dish. Fill 
two equal test-tubes with water and invert them over the 
open ends of the tubes. Have ready some hot water and a 
tin trough deep enough to contain the flasks. Before putting 
the flasks in position till one of them with coal-gas by 
upward displacement ; or you may fit it with another tube 
and clip and drive a current of coal-gas through it. Pour 
hot water into the trough until the flasks are covered 
up to the corks. The contents of both flasks expand 
rapidly — far more rapidly than the liquids in Expt. 9, 
The increase of volume can be measured by the amounts 
of gas collected in the two test-tubes. You will find that 
these amounts are equal. And if you repeat the experiment 
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with hydrogen, oxygen, or nitrogen, you will always get the 
same result 

We learn from this (l) that gases expa.nd more rapidly than 
liquids ; (2) that equal volumes of these gases expand equally 
when heated through the same interval of temperature — in 
olher words, that they have the same coefficient of expansion, 

31. Oharles'H La^r.— Experiments made hy Charles, and 
soon afterwards by Gay-Lussac, have established the following 

Oharlee's Law.- — The volume of a given mass of gas, kept 
oi a constant pressure, increases by a definite fraction of its 
amount at 0° for each degree rise in temperature. 

This fraction is called the coefficient of expansion of the 
gas. For all the gases referred to above (air, oxygen, 
hydrogen, nitn^en) its value is 0.00366, or about '-. 

Thus if we take a quantity of gas whose volume at 0° is i 
(unity), its volume will become 



V, = V.(, + X) . . . (,) 

anlily of oxygen g 
is given by the eqi 

v„.v.(.+-J^) 

V..3«,(.t-). 



Ex. I. — A certain quantity of oxygen gas occupies a volume of 300 
The required volume is given by the equation 



300x^ = 4001 



,e.,,Co()glu 



If we adopi the symbol o to denote Ihe coefficient of ei 
put equation (i) into the algebraical rorai 

V, = V„(i + a/) . 
from which we obtain 



n equation by which we can find Ihe v 



With reference to this important law observe the following points : — 

(o) 'Kept at a constant pressure.' — These words are inserted betausL- 
the iaw only holds good if the pressure remains constant : if it varies, Ibc 
volume also varies aceording to Boyle's Law (Art. ag). 

(i) ' For each degree.' — The increase of volume is proportional lo the 
rise of temperature. 

(cj The eoelBcient of expansion {which is dijSntd hy the statements at 
the beginning of this article) is the lanie for all the ^ises named. Thtk is 
in accordance with Expl. 17. 

(rf) 'Of its amount at 0°.' — Just as a certain pressure (76 cm. of 
mercury) is adopted as the standard atmospheric pressure, so this tempera- 
ture (0°) is adopted as the standard or normal temperature for measuring 
the voliune of a gas, and the value of the coefficient of expansion is staled 
with reference to this. If you are given the volume ai 30° you are not at 
liberty lo say that a/ 31° the volume will have increased by the same fraction 
(—)■ You must Mther find by equation (3) its volume at o", and then by 
equation (3) its volume at si°, or you may proceed as follows: — 

GtMH Ihe volume V, ef a mass of gas at f, to find its volume V, 

<ae°. 

As in equation (a) we can refer the volumes at both temperatures lo 





V, = V„(. 






It follows that 





V, -i+//373~!'73 + < * ■ - ■ 15J 

■hich ia convenient for calculation (see next article). 

33. Absolute Temperature. — Charles's law holds good 
oC only for expansion on heating but also for contraction on 
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cooling. Thus if the volume of a certain mass of gas a 
be I (unity) its volume on cooling would become 



.nd ,- — at-C. 

Now suppose the gas to be cooled down to — 273* ; if this 
were possible, and if the law held good down to this tempera- 
ture, the volume of the gas would be reduced to zero (for 
I — rr|= I — I =0). This temperature (— 273°) is commonly 
called the absolute zero of temperature. A scale of tempera- 
tures in which this is taken as the zero is called the absolute 
scale of temperature, and temperatures reckoned according 
to this scale are called absolute temperatures. Clearly the 
absolute temperature corresponding to any given temperature 
on the Centigrade scale will be found by adding 273 to it. 
Thus the following are corresponding temperatures : — 



It will now be seen that Ihe numerator and denomEnaior on the right- 
hand side of equation (5) represent respeclivdy the absolute temperatures 
correiponding to /" and f on the Centigrade scale ; denoting these by T' 
and T we may write the equation in the form 



rj of got is proportiot 



TTie absolute temperalurecoTTespondinglo27° C. is 273" + 37"^ 30 
and the absolute temperature corresponding to 7° C is 373°- 
=aSo'. l<« V be ibe volume of the air al the lower ti 



: pniporlloiial to the absolute 



I liire less. 

38. Ohanereof E'rewuTA at Oonstant Volume. — We have hitheno 
suppcBed the gas to be kepi al constant pressure under such conditions 
that it is free to expand as its temperatuie rises. Suppose now that 
instead oF keeping the pressure constant we keep the volume constant ; 
what will happen when the gas is healed? It will exen an increasing 
pressure upon (tie walls of the vessel in whioh it is contained, and experi- 
ment shows that tbe pressure increases in the same way and at the same 
rale as the increase of volume discussed in An. 31. We have thus to 
I which a gas may be 

Condition. Effect. 

(i) Constant Pressing. . Increase of Volume (according 

(a) Constant Volume . . lucre: 

to the same law). 
For the second ease we may therefore pul Charles's law in the following 

TTlc pmsuri of B given mass if gus, kcflal cmalanl volume, inireasei by 
a dtJiniU fraetum of its ammmt at 0° far each degree rise in tenperature. 

This fraction is called the coefficient of increase of pressure at constant 
volume ; its value is the same (— ) as (bat of the coefficient of increase of 
volume at constant pressure. All the equations given above (i-6) apply 
equally to change of pressure : e.g. equation (a) rnay be written 

p,.p,(i+.() (7) 

where Po denotes the pressure at 0°, and P, the pressure at C. 

Ex. 3. — A steel cylinder placed in melting ice is filled with com- 
pressed oxygen at a pressure of 49 atmospheres : it the cylinder is now 
taken out of the freezing mixture and allowed to stand in a room at 36°, 
what will the pressure become ? 

Since the pressure increases by -i- of its iHiginal value al o" for every 
degree rise in temperature, the pressure al =6° will be 

= = 46 atmospheres. 

34. Air-Tbermometers. — We may here refer to an inslru- 
menC called the differential Evlr-thArmometer, a convenient 
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fonn of which is shown in Fig. 19. The U-tube in the centre 
5 enough coloured water to fill each limb to a height 
of a couple of inches. Each limb 
is connected by a short piece of 
rubber tubing with a glass tube 
having a bulb at the end. If one 
of the bulbs — ^say the left-hand one 
— be warmed, the air in it will ex. 
pand and force the liquid column 
or index down in the left-hand limb 
in the U-tube and up in the right- 
hand hmb. The differential air- 
. — thermometer gives us an easy and 



F«.i 



[I/IO]. 



delicate means of finding 
whether there is any differ- 
ence of temperature between 
two liquids and will be used 
for this purpose in Expt. 18. 
If there is any difference, the 
index moves downwards on 
the side nearer the warmer 
liquid ; if both liquids are at 
the same temperature, the 
index ri 



The cross-tube and slop-cock 
■e not absolutely necessary, liut 
t useful for equalising ihe pres- 
■ two bultis and levi " 



B index at any li 



mple 



bui serviceable form of diifert 
liermonieter can be made from a 
couple of small glass flasks and a 
piece of tubing ben(_six Irnics ai 
right angles, thus— I I I ' 

After what we have said about 



Ibe volume of the contained a.ir independently o( changes of temperature ; 
thus when ilie external pressure increases the column of liquid is forced 
up the lube just as it is when there is a foil of temperature. And heside 
all this, the very movemcni of the liquid column alters the pressure so that 

What is properly called an alr-thermometer is shown in Fig. ao. 
The air is contained in the bulb B, which is connected by a capillary tube 
C with a wider glass tube T fixed to a vertical stand : T' is a similar lube, 
which can be moved up and down and adjusted at any height. T and T' 
are connected below by a strong india-rubber tube, and (he U-tube thus 
formed is filled with mercuo' to about the level TT. We cannot describe 
fully the method of using the thermometer, but can only state here that 
by adjusting the height of the tube T we can keep constant either the 
pressure or the volume of the air in the bulb, and so use it either as a 
constant -pressure or constant-volume thermometer ; and that by means of 
this apparatus we can test the accuracy of the laws described in Arts. 
3'-33- 



ExAMPLES ON Chapter V 

In the following examples the coefilcient of expansion of air and other 
gases may be taken as — . The equations required are given in Arts. 
31-34 with some solved examples; but begin rs fid to work 

out the simpler questions (4-11) in the way th firs w ar ked om 

below, i.e. by applying Charles's law direc S d ts h uld pay 

■special attention to problems on the expan gas beca. se such 

calculations have frequently to be mside in p ca h n cal work. 

The volumes of gases aie generally measured mpera u es h gher than 

0° and under varying barometric pressures, tder pare the 

results of experiments made under different d p essure and 

temperature, it is necessary to find the volume which the gas would occupy 
under a pressure of 76 cm. of mercury and at the temperature of 0° C. 
This process is known as ' reducing (be volume to the normal pressure and 
temperature,' and is illustrated in Ex. 3. 

ling a6 litres of air 

According to Charles's law the increase of volume for each degree rise 
in lemperalure is /a6x^J litre. For a rise of ai° the increase Is 
'- — — = ~ = a litres, so that the volume at ai° is 26-1-3 = 28 litres. 

a. A gas-bag contains 14 cubic feet of coal-gas at 0° and under a pres- 
re of 26 lbs, per square foot ; if the pressure is increased to 28 lbs. per 
uare foot what will the volume become? To what temperature would 
; gas have to be warmed so as to recover its original volume ? 

When the pressure increases from 96 to 38 lbs. per square foot 
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the volume diminishes in (fae inverse proportion and becomes 

We have nexl to find what rise of temperature above o° would bring 
bacli ilie volume from 13 to 14 cubic feet. The expansion per 
degree ia -^ =— cubic feet. The expansion for x degrees would 
be — . and this must be equal to i cubic foot. Hence x = ai, and 

3. On beating a certain quantity of mercuric oxide it is found to give oif 
3E0C.C. of oxygen gas, the temperature being33'' and the baromelriehcnght 
74 cm. : what would be the volume of the oxygen measured at the nor- 
mal pressure and temperature ? 

First allow for the change of pressure, according (0 Boyle's law, 
assuming the lemperaluie to remain constant. Since Ihe volumes 
are inversely proportional to the pressures, the gas would occupy 
under a pressure of 76 cm. a volume of 380 x '^ = 370 c.c. 

Next allow for the change of temperature, the pressure remaining 
constant and equal to 76 cm. The absolute temperatures corre- 
sponding to 23° Emd 0° are 396° and 273° respectively. At the 
latter temperature the volume would be 

Thus the volume at Ihe normal pressure and temperature would 
be 34"i cc. 

4. A ceruin quantity of gas measures a6o c.c. at 0° : what would be 
its volume at 63^ ? 

5. To what temperature must a gas be healed in order that its volume 
may become double of what it is at 0° 7 

6. A certain quanlily of gas measures 90 c.c. at 0° : at what tempera- 
ture will its volume become 120 c.c. ? 

7. The volume of a gramme of hydrogen at 0° is 11-16 litres ; what is 
its volume (i) at 30°. (a) at 50°? 

8. 300 cubic centimetres of air are heated from o" to 30° and at (be 
latter temperature the volume is found lo be aaa c. c. : what value does this 
giK for the coefiicient of expansion of air ? 

9. A closed glass tube filled with air at 0° and under atmospheric pres- 
Eipe is gradually heated. If the lube can safely stand a pressure of 3 
atmospheres, to what temperature may it be heated? 

10. A litre flask contains i^agj gm. of air at 0°: how much will ii 

peralure is raised from 0° to 91° : how is the volume altered 7 

la. A certain quantity of gasoccupies a volume of 66 c.c. al 13° : what 
"in be its volume at 53°? At what temperature will its volume be 63 



13' At what temperature will the volume of a given mass of gas be 
exactly double of what it is at 30° ? 

14. The pre&suiE upon a gas is doubled, and at the same lime its lem- 
peralure is raised from 13° to 399°: bow does this ufTect its volume? 

quanlily of gas which measures 39a c.c. at ai°, and under a pressure of 
So cm. [See Ex. 3.] 

16. If 3000 cubic inches of air at 0° C. expand by 11 cubic inches for 
each degree rise of temperature , find the volume at 100° of a quantity of 
air which at 50° measures 100 cubic inches, the pressure being supposed 

17. TTie pressure inside a steel cylinder containing compressed oxygen 
is measured by means of a manometer, and is found to be 30 atmospheres 
at a temperature of 27°. The cylinder is now surrounded by a freeiing 
mixture, which reduces the temperature to — 13", and the pressure faUa lo 
a6 atmospheres. Find the coefficient of increase of pressure. 

iB. A steel cylinder placed in melting ice is tilled with compressed 
oxygen at a pressure of 4a atmospheres ; if the cylinder is now taken out 
of the freeiing mixture and allowed to stand in a room at a6°, what will 
the pressure become? (Assume that the coefficient of increase of pressure 
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). A light lath I metre long can turn about a hinge at one end. A piece 
01 wire 3 metres long is attached to the lath at a distance of i cm. from 
the hinge. The wire is vertical, and iis upper end is fixed in such a way 
thai the lath is horiiontal. On healing the wire 50° C. the end of the 
lath sinks through 16 cm. ; Gnd the coefficient of expansion of the wire. 



c.Googlu 



CHAPTER VI 

SPECIFIC HEAT AND CALORIMETRY 

36. DiBtinotlon between Temperature and Heat. — 

We now proceed to that branch of our subject which is cailed 
calorimetry, and which treats of heat as a measurable quantity. 
The important difference between temperature and heat may 
he illustrated by comparing it with the difference between the 
'level' or height of a cistern and the quantity of water in that 
cistern. If two cisterns at different levels are connected by a 
tube, the water will tend to flow from the higher cistern to the 
one at a lower level ; so in the case of two bodies in thermal 
communication, heat tends to flow from the one at a higher 
temperature to the one at a lower temperature. But you cannot 
tell from the height of the cistern how much water there is in 
it, or how much work you could make the water do by turning 
a wheel. Similarly, the thermometer indicates the temperature 
of a body, but does not of itself tell us how much heat we can 
get out of the body.' You may have a bucketful of hot water 
and a thimbleful of water equally hot ; they are at the same 
temperature, but it is clear that the bucketful would give out 
more heat than the thimbleful in cooling through the same 
number of degrees. And this is equally true of the amounts 
of heat required to warm them through equal ranges of 
temperature. 

' Avoid the use of the term ' heat contained in a body.' It Is 
misleading : at any rate it is of no practical importance, for we are only 
interested in finding how much hea.t is given out or absorbed by a body 
when it is cooled or heated, and this obviously depends not only upon its 
lemperalure at the lime but also upon ihe temperature lo which It is 
coaled or healed. 



36. Heat aa a Measurable Quantity. — In measuring 
lengths we express them in terms of a certain unit of length 
— -the centimetre: we state the mass of a body as being so 
many grammes— using the gramme as the unit of mass ; and 
so, in order to measure and express quanlities of heat, we 
require to choose a heat-unit, which is defined as follows :-— 

The unit of heat is the amount of heat required to heat a 
gramme of -water through one degree. Tliis is the same as the 
amount of heat given out by a gramme of water in cooling 
through 1°. 

It is clear that the amount of heat required to raise the 
temperature of 2 grammes of water through i.° is twice as 
great as that required to heat 1 gramme through 1° — or is 
equal to 2 heat-units : to heat 10 grammes through 1° would 
require 10 units ; and so on, the quantity of heat being 
proportional to the mass of the substance heated. 

Again, experiment shows that the amount of heat required 
to warm a body through a given range of temperature is 
proportional to that range of temperature, i.e. to the number 
of degrees through which it is heated. Thus ; to heat i gramme 
of water from 0° to roo" we require 100 units (the same 
amount as would be required to heat 100 grammes from o* to 
1°). Toheat 100 grammes of water from 0° to 100° werequire 
100 X 100= 10,000 units. A kilogramme ( 1 000 grammes) of 
water in cooling from 75° to 10° gives out 1000 x 65 = 65,000 
units of heaL In general, the amount of heat required to raise 
OT grammes of water through ^ is given by the equation 

87. Speoiflo Heat,— The question now arises^If we take 
equal weights of different substances and heat them through 
equal intervals of temperature, shall we find any differences 
between the amounts of heat required? The following ex- 
periments supply the answer and show that there are such 
differences. 

EXPT. 17, — Apparatus required— A few metal balls or 
bullets (with hooks attached) made of lead, iron, tin, bismuth, 
etc. ; a cake of beeswax (or a mixture of beeswax and 
vaseline) about 6 mm. or quarter of an inch thick : this 
may be made by pouring the melted wax into a flat dish or 
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by melting the i 



I the surface of hot « 



I oil- 



a wire support (as in 
1 the oil-bath. Drop 









Suspend the balls from strings, o 
Fig.31), and beat them to about i5( 
them simultaneously on to the 
wax cake. The iron ball melts 
through first, and is followed by 
copper, zinc, and tin. Lead is 
barely able to get through : the 
bismuth ball will probably not 
get through at all. 

Now the rate at which any 
ball melts through depends 
chiefly upon the amount of heat 
which it gives out in cooling, 
for this determines how much 
wax it will melt ; it also depends 
apon the density (Art. 24) of 
the ball, for the densest ball 
would tendlosinkfastest through 
ihe melting wax, as it would 
if the balls were thrown into 
treacle. The lead ball is heavier 
than any of the others : the density of lead is 1 1-4, while that 
of iron is 7'2. Although the lead is so much heavier it does not 
get through nearly as quickly as the iron. We conclude from 
this that iron in cooling gives out more heat than lead does. 

EXPT. 18. — Place equal quantities (about 400 c.c.) of 
water in two beakers, and in these immerse the two bulbs of 
die differentia! thermometer (Art. 34). Take equal weights 
(too grammes) of water and any metal, say lead shot, and put 
them in separate test-tubes. Plunge the two test-tubes into the 
same vessel of hot water, and, after keeping them there for 10 
minutes, pour the hot lead into the left-hand beaker and the 
hot water into the other, moving the bulbs of the thermometer 
slightly so as to stir the contents of ihe beakers. The index 
of the differential thermometer will move, showing that the 
contents of the right-hand beaker have been warmed more than 
those of the other. ih>L' 



We conclude from this that the water gives out more heat 
than the lead in coohng through the same interval of tempera- 
ture,' and this is found to hold for all other metals. The 
experiment may be varied by immersing equal weights of 
different metals in the two beakers : it will be found that 
similar differences exist among the metals. This is expressed 
by saying that every substance has a distinct speolflo beat, 
and this term is defined as follows ; — 

The specific heat of a substance is the ratio between the 
amount of heat required to raise a given mass of that svbstafice 
through a given interval of temperature and the amount of 
heat required to raise an equal mass o/tvater through the same 
interval of temperature. 

Thus when we say that the specific heat of mercury is -^ 
or 0-033, we mean that the amount of heat required to raise 
a given mass of mercury through any interval of temperature 
is only one-thirtieth of the amount of heat required to raise an 
equal mass of water through the same interval of temperature ; 
or that in cooling through the same range of temperature 
water would evolve thirty times as much heat as an equal 
mass of mercury. 

We have seen (Art. 36) that m 6 units of heat are required 
to cause a rise of temperature of 6' in m grammes of water 
(the specific heat of which is unity). For any other substance, 
the specific heat of which is less than unity and equal to s 
say, the amoiuit of heat required will be less in the same 
proportion and will be given by the equation 

H.m,e . . . . (s) 
which also expresses the amount of heat given out by a body 
of mass m and specific heat s in cooling through $°. 

The following examples will illustrate the use of this 
important equation : — 

£x. I. — How raucli heat is required to raise the teraperatura of a 
kilogramme of mercury (specific heat = 0-033) 'roi' '°° to 170°? 
Here 8 = 170°- 20° = 150°, and m — 1 kgm. ^ 1000 gai. 
.-. H = Biie = iooo)i 0-033x150 = 4950, 
and ihs amount of heat required is 4950 units. 
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Ex. 2.— If 343 units of heal are impai 
(spediic heat = o-ii4) originally at xo°, whai 
of tbe iron ? 

If we suppose tbe temperalure of the ir 



Thus the linal temperature of the iron will be io' + 2o' = 30*. 

38. MethodB of Finding SpeoiSo Heats.~(i) The 
Method of Mixtures. — The specific heat of a substance may 
be found by heating it lo a known temperature and dropping it 
into a weighed quantity of water contained In a suitable vessel 
(called a calorimeter). The temperature of the water is observed 
by means of a thermometer before and after dropping in the hot 
substance, and from the rise of temperature we can calculate 
ihe amount of heat gained by the water. This must be exactly 
equal to the amount of heat given out by the hot body, pro- 
vided that care is taken to prevent loss or gain of heat from 
surrounding bodies during the experiment. Having thus found 
bow much heat the substance gives out in cooling through a 
known interval of temperalure, we can easily calculate its 
specific heat. This method is described more fully below 
(Expt. 19). 

(2) The Method of Cooling.— The specific heat of a 
substance can also be found by heating it and allowing it to 
cool ; the rate at which it cools is observed and compared 
with the rate at which water cools under similar conditions. 
For example, put equal weights of water and turpentine, both 
at 50°, into two similar glass beakers or thin metal vessels 
(suspended by strings so as not to be influenced by surrounding 
bodies), and put a thermometer in each. Note the time taken 
by eaci to cool from 50' to 20° ; you will find that the water 
takes more than twice as long as the turpentine. Since the 
turpentine cools under just the same conditions as the water, 
the difference must be due to its lower specific heat, which is 
less than half that of water. 

(3) The Method by Fusion of Ice. — The amount of heat 
given out by a hot body in cooling to 0° can also be measured 
by finding how much ice it is able to melt. This method of 



determining specific heats will be described in the next 

EXPT. i-i. — To find the specific heat of lead shot by the 
method of mixtures. Apparatus required — A steam- heater ; 
_ ^^-^ Ibis can be made by fitting 
~" ■^^'.'iS' a wide lest-tube loosely into 
l\)S "■ 'l"* neck of a corked flask ; 
a bent tube should also be 
fitted into the cork so as 
^^^1 to allow the steam to escape 

(Fig. 22). A thermometer. 
A beaker holding about zoo 
c.c lo serve as a calori- 
meter : a cylindrical vessel 
made of thin sheet-brass 
does better as a calorimeter 
because it absorbs less 
heat ; a small tin pot, such 
as can be obtained at a 
grocer's or chemist's shop 
does fairly well. 

Weigh into the calori- 
meter lOo grammes of 
water (or as much as will 
half fill it), and place the 
*■ "■ calorimeter on a flat cork 

or wrap it round with wool or flannel (to prevent loss of 
heat by conduction). Put zoo grammes of lead shot into the 
test-tube and close the mouth of the tube with a plug of 
coiton-wool lo keep out cold air. Boil the water in the flask, 
and keep it boiling for quarter of an hour so that the lead 
may get heated to the temperature of the steam. When all 
is ready, observe carefully by means of the thermometer the 
temperature of the water in the calorimeter ; suppose this to 
be 9°-6. Now remove the cotton-wool, lift the test-tube out 
and quickly pour the shot into the calorimeter. Stir the water 
gently by moving the bulb of the thermometer, and note the 
highest temperature which it reaches. Suppose this to be 
i4°-9 ; we can now calculate the specific heat of the lead shot 
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Let s be the required specific heat. The lead has cooled 
from 100° to i4°'9i '■*■ through 85°-!. By equation (2) the 
amount of heat it has given out in cooling is 
H-=20oxsx 85 I units. 
This has been absorbed by the water, and has raised its 
temperature from 9° .6 to i4*'9, i.e. through 5°-3 The amount 
of heat required for this is 

H = 100x5.3. 
Since the two quantities are equal, we have 
200 x8s-ij= 100x5.3, 

and .-. ^ = -^^ = 0.031. 

170-2 ^ 

Make similar experiments with mercury, iron (nails), copper 
(short pieces of thick wire), etc. 

39. Thermal Capacity. — The specific heal of a sub- 
stance depends only upon the nature of the substance : it does 
not depend upon its size of weight, any more than its hardness 
or colour does. The specific heat of a brass button is the same 
as that of a brass cannon^if both are made of the same kind 
of brass. But the quantity of heat required to warm a body 
through a given range of temperature depends not only upon 
its specific heat {s) but also upon its mass (m). The product 
(bit) of these two quantities is called the thermal capacity or 
capacity for heat of the body, and may be defined as follows : — - 

The thermal capacity of a body is measured by the amount 
ef heal required to raise Us temperature by one degree. 

Ex. 3. — What is the ihermal eapacily of a calorimeter weighing 100 gm. 
and made of copper of specific heal 0.095 ' 

Since 0-095 i^ the specific heat of copper, 0-095 °^ ^ heat-unit is 
required to raise i gm. of copper 1°. The amount of heat required 
10 raise too gm. of copper 1° is 100x0095 = 9-5 uni's- Thus 
the thermal capacity of the calorimeter is 9-5. 

40. Results and Api>Uoations- — In the following table 
the approximate values of the specific heats of a few substances 
are given : — 



I« . 

Glass 


. oa 


Water . 
Alcohol 




0' 


Solphur . 


. 0-18 


Turpentine . 






Iron . 


. 0-114 


Mercury 






Copper . 




Air {at cons 


am pres 




Lead 


. 0-031 


sure) 




0. 



Observe that mercury has a. very low specific heat. This 
is another reason in favour of its use in thermometers. When 
we wish Co find the temperature of a hot Uquid and dip a 
thermometer into it, the bulb and its contents absorb some 
heat, and so the liquid is slightly cooled : but the amount of 
heat so absorbed by a mercurial thermometer is much less 
than it would be, for examplej if the bulb were filled with 

Water has a higher specific heat than any other liquid or 
solid. For this and other reasons the sea is not warmed to 
nearly the same extent as land by the sun's rays ; nor does it 
cool so rapidly when they are absent. As the air above it 
partakes of its temperature, it follows that islands and places 
on or near the sea-coast enjoy a more equable climate than 
inland places. The differences between summer and winter 
temperatures in our island are only about half as great as the 
corresponding difierences in regions of central Russia which 
are in the same latitude. 

On account of its high specific heat, water not only cools 
slowly but gives out a large amount of heat in the process. 
Among femiliar applications of this we may mention hot water 
bottles, the foot-warmers used in railway carriages, and the 
systems of heating by hot-water pipes commonly used in green- 
houses and public buildings. 

EXAUFLBS ON CHAPTER VI 

Read Arts. 37-39 again before you altempi to work Ibese out. The 
specific beats required may be taken from the table in An. 40. Vou will 
generally find thai the besl and simplest method of solving a, specific heat 
problem is the method we adopted in walking out the results of Expt. 19. 
Find the amounts of heat given out by the hot substance and taken in l>y 
the cold substance : if no heal is loai or gained in the experiment, these 
must tie equal and can lie equated. 

Where masses are expressed in pounds (as in F-« 5 and 6), use as 
jOtiT unit of heat the amount of heat required to raise the temperature of 
I lb. of water through one degree. This unit is tilled the ' pound-degree.' 
and is still in common use in English-speaking countries. 

I. A certain vessel holds 800 c. 
density (4'), How much heal n: 
begins to boil? 
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3. How maoy units of heml are required to raise the lemperature of 
150 gm. of copper from 10° to 150°? 

3. What is the themial capacity of a leaden bullet weighing lOo gm.? 
What special name is given lo the thermal capacity of unit mass of a 

4. Find the specific heal of a substance n; gm, of which at 78°, when 
immeised in 250 gm. of water at is", gave a icsulting lemperaiure of 18°. 

5^ Two pounds of boiling water are poured upon 10 lbs. of mercury at 
16'' ; what will be the common temperature after mixing? 

6. What is meant by saying thai the ' specific heat ' of water is Thirty 
limes as great as thai of mercury ? If a pound of boiling water be mixed 
with 3 lbs. of ice-cold mercury, what will be the temperature of the 

s poured into a vessel contain- 
be the lemperature after the 
wbale is miied ? How would the weight and material o( the vessel affect 
the result? 

8. How is the climate of the British Isles affected by Ihe high capacity 

9. 30 grammes of iron nails at 100° are dropped into 60 gm. of water 
U i3°.2, and the final teroperalure is found lo be i7°.8 : what is the 
specific heal of the nails? 

10. What is meant by the statement that the specific heat of platinum 
is 0.03? 

In order lo ascertain the temperature of a furnace, s. platinum ball 
weighing 80 grammes is introduced into it : when Ibis has attained 
the temperature of the furnace it is quickly transferred to a vessel 
containing 400 grammes of water at 15°. The temperature of 
the water rises to ao° : what was the lemperature of the furnace? 

11. Compare the amounl of heat required to raise the temperature of a 
kilogramme of mercury through 90° with that required to heat 300 grammes 



la. 105 grammes of copper are heated to 98°-5 and mixed with 90 
grammes of water at io°-3. The lemperature ailer mixing is foiuid to be 
19'. a : what is Ihe specific heat of the copper ? 

13. Determine from the following data the specific heal of the metal 
employed ; 500 grammes of a metal are heated to 59°-$ C and placed in 
450 grammes of water at 15° ; the lemperaiure rises to 33°-;. 

14. ta5 grammes of a substance X, which has been heated to 140° C, are 

which weighs 63 grammes. The lemperature of the waler rises from 15° 
to w>° C. If the specific heal of iron is J, what is the specific heal of X ? 
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CHAPTER VII 
CHANGE OF STATE— FUSION AND SOLIDIFICATION 

41. Fusion. — We have seen that the application of heat to a 
solid causes a lise of temperature and an increase in size : in 
most cases, when ihe temperature is raised sufficiently, the 
sohd is converted into a liquid. This change of state is called 
melting or fusion. Thus ice melts at o° to form water ; 
sulphur melts 10 a yellow liquid when heated somewhat above 
the boiling-point of water. Crystals of iodine placed in a 
flask and gently heated over a flame melt to an almost 
black Uquid ; this on further heating undergoes a further 
change of state and boils, filling the flask with a splendid 
purple vapour. 

There are some substances, such as carbon and lime, which 
have not yet been fused because we are not able to heat them 
to a sufficiently high temperature. Others, such as iron, glass, 
sealing-wax, and pilch, before they become liquid pass through 
an intermediate stage in which they are plastic and can be 
easily moulded into any shape. It is in this intermediate stage 
that the glass-blower works glass before the blowpipe and the 
smith works and welds wrought-iron. 

49. Meltinff-Points. — But, in general, the change from the 
solid to the hquid state is well marked and occurs at a definite 
temperature. This is called the temperattire of ftision 
or the meltlng'-polnt of the substance. The reverse change- 
solidification— takes place at the same temperature, provided 
the liquid is stirred or shaken as it is cooled ; and thus we 
speak of o° C. either as the melting-point of ice or the freezing- 
point of water, As this is taken as one of the standard points 



FUSION AND SOLIDIFICATION 



in measuring temperature, you should 
some such experiments as the following th> 

ExPT. : 



yourself by 
■eally a fixed 



— Pound some clean ice and put it in a funnel : pour on il 
some water to wasb it, and Ihen immerse a thermometer in it as in Ait. 7. 
Read off the height of tiie mercury. 

Put the Ice into a beaker and pour water on it. Stir both well round 
with the tberaiometer : observe that il indicates the same temperature as 
Vrhsn put into melting ice, and that this temperature does not depend upon 
the proportion of ice and water in the mixture. 

Repeat the experiment with hot water. This melts some of the ice, but 
1! Jlself cooled thereby. Warm the mixture with a lamp. Remove the 
lamp and stir ihe ice and water well up. As long as any ice is left the 

EXPT. 21 —Add a little common salt to Ihe ice and water in the pre- 
wding experiment. The thermometer will fall below 0°. The salt lowers 
the melting-point (see Art. 45). Clean ice should therefore be used in 
marking the lower fixed point of a thermometer. 

Exit. 2a. — To find the melting-point of beeswax. Draw out a piece 
' ' '■ ' tube) before the blowpipe into " ' - ~ 



s long ai 






.0 that the 

: is near the bulb, and dip it into a beaker of water. Heat gradually, 
nng the water, and observe the temperature at which the first drop runs 
'n the tube. This is the melting-point. 





Table of Melting- Points 


Mercury 


. . -38°-5 


Bismuth 






Cadmium 


Beeswax 


65° 


Lead 


Sulphur 


■ 115° 


Cast-iron 


Tin . 


. - =30' 





i and alloys generally melt at lower temperatures than iheir 
Thus an alloy of bismuth, lend, tin, and cadmium, known as 
Rose's fusible metal, melts at about 70°. The melting-poinu of its con- 
stituents arc all above 200° : but a sl[p of the alloy placed in boiling water 
fuses readily, 

43. Heat Absorbed in Melting. — When heat is applied 
lo a mixture of ice and water the ice gradually melts, but the 
temperature remains at 0° provideil the mixture is constantly 
stirred. As the heat does not produce any rise of temperature 
it must be spent in converting the ice into water. The heat 
thus spent in producing change of state without change of 
temperature is called ihe latent heat of fusion, and may be 
de6iied as follows-;-- 1 "^Ic, 



Tke latent heat of fusion of ice {or the laient heat of ■water) 
is tke amount of heat required to convert unit mass {one gramme) 
of ice at o° into water at tke sante temperature. 

The latent heat of water is 80 ; by saying this we mean 
that 80 units of heat are required to melt i gramme of ice at 
0° without raising its temperature. 

Think over this in connection with frosts and thaws. Try 
to realise that before a single pound of ice can be melted, as 
much heat must be imparted to it as would raise 80 lbs. of 
water through 1°, or i lb. of water from 0° to 80° ; and that 
before a single pound of ice can be frozen, the same amount of 
heat must be taken away from it. This will help you to under- 
stand how roads remain covered with half-froien slush long 
af^er a thaw has set in ; and how it takes several frosty nights 
to freeze over a pond or lake (see also Art. 25). 

EXPT. 23, — To find tke latent keal of water. This can be 
found by putting a known quantity of ice into warm water and 
observing how much heat is taken from the water to mdt the 
ice. 

Weigh out 1 50 grammes of water at about 40° into a beaker 
or calorimeter (such as was used in Expt. 19). Note the 
total weight of calorimeter and water. Weigh out (roughly) 
about 60 grammes of pounded ice. Dry it quickly, first with a 
towel and then with blotting-paper. After taking the tempera- 
ture of the water, pour in the ice ; stir it round with the 
thermometer (or a wire stirrer) and observe the lowest tempera- 
ture reached when all the ice is melted. Now weigh the 
calorimeter and its contents again ; the increase of weight tells 
us how much ice has been put in. We shall suppose that this 
is 50 grammes, and that the final temperature of the water 
is 10°. 

Now let X be the latent heat of fusion that we wish to find ; 
i.e. the number of heat-units required to melt i grarnme of 
ice. Clearly soi-are required to melt 50 grammes. Further, 
the 50 grammes of ice-cold water thus produced have been 
warmed up from 0° to 10° ; this requires a further supply of 

The whole of the heat thus absorbed has been supplied by 
450 grammes of water in cooling from 40* to 10°, in which 
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process we know that 1 50 x 30 = 4500 heat-uniia are given out 
Thus 504-+ 500= 4500, 

.■. 50 jr— 4000 and x= 80. 
Thus the latent heat as determined by our experiment is 80, 

44. loe-Oalorimetera.— You will now be able to under- 
stand how it is possible to determine the specific heat of a sub- 
stance by finding out how much ice it can melt in cooling down 
(say) from IOO° to the temperature of melting ice (0°). For 
when we know this we know how much heat the substance has 
given out — every gramme of ice melted corresponding to 80 
units of heat evolved. 

Black {who discovered the law above referred to) used an 



Fig. =,. 
Icb-Calosimeters. 

ice-calori meter of the very simple form shown in Fig. 23. The 
hot body was dropped into a hole scooped out of a block of ice, 
which was immediately covered with another slab of ice. 
Lavoisier and Laplace improved the ice- calorimeter and gave it 
the form shown in Fig. 24. The hot body is dropped into the 
inner vessel, which is made of perforated metal : the heat 
which it gives out in cooling melts some of the ice in the 
middle vessel, and the water thus produced is run off by the 
stopcock at the bottom and measured. The outer vessel, also 
lilled with ice, simply serves as a screen to protect the middle 



vessel from the surrounding atmosphere, which would otherwise 
gradually melt the ice in it. The way in which the results are 
worked out will be understood from the following example, 

A copper ball weighing 600 grammes was healed lo 100° and introduced 
into an ice-calorimcier. The water produced was found to weigh 7a 
grammes. Find the specific heat of copper. 

Let 3 be the required specific heal. By equation (a), Art. 37, the 
amount of heal given out by the copper in cooling from 100° 10 
0° is B«fl = 6ooxjx 100. Tliis was entirely spent in melting ja 
grammes of ice, for which purpose we know thai 7a x 80 = 5760 
heal-units are required. These (wo quantities are therefore equal, 

^ ■ .-g|-o.«,6. 

45. Freeztng Mixturea. — Expt. 24, Dissolve a spoon- 
fill of common salt or of sodium sulphate in a cupful of water, 
stirring it up with a thermometer. Observe that the water 
becomes colder as the salt dissolves. This is generally the 
case : solution, like liquefaction, requires a supply of heat, and 
if the heat required is not supplied from the outside, it is taken 
from the materials themselves, which are thereby cooled. 
Ammonium nitrate shows this cooling effect better than either 
of the substances named. 

Freezing mixtures, such as are used for the artificial pro- 
duction of ice, depend upon this principle. If ammonium 
nitrate at 0° is mixed with an equal weight of water at the 
same temperature, the solution will be found lo assume the low 
temperature of - i 5°. Another common freezing mixture (used 
by confectioners in making ' ices ') consists of equal weights of 
common salt and pounded ice or snow. In cases like this, 
where both materials are solid, there is a double absorption of 
heat, for (1) heat is absorbed in melting the ice, and (2) a 
further supply of heat is required to make the salt dissolve. 

Expt. 25. — Fill a metal vessel (tin pot or saucepan, or 
brass calorimeter) with either of the above-mentioned freezing 
mixtures and place it on a flat saucer, into which a Utile water 
has been poured. Stir the mixture with a stick. In a few 
minutes the water will have frozen, and you will be able to lift 
up the pot with the saucer frozen to it. 
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Pour a. lictk water into a test-tube and plunge it into (he 
mixture, stirring it about from time to time. In about half 
an hour ihe water will be converted into a cylinder of ice. 
Notice that the outside of the vessel soon gets covered with 
dew and later on with ice (hoar-frost). 

The common practice of sprinkling salt over pavements to 
clear off snow is in many ways bad. It converts the snow 
into a slushy freezing-mixture : and even if this is swept and 
washed off, it leaves the pavement so cold that the water freezes 
OD it into a smooth and slippery sheet of ice. 

46. Expaimion of Water on Freezing. — Most sub- 
stances contract on solidifying, but water is a remarkable 
exception to this rule. It expands on freezing, 10 cc. of water 
forming 1 1 c.c. of ice. Consequently ice is lighter than water 
and floats upon its surface. 

EXPT, 26, — Fit a small flask with a cork and glass tube as 
in Fig. 25. Put into the flask a handful of pounded ice and 
fill it with coloured water. Fit the cork and 
tube into the neck, pushing the cork down until 
the water rises to the level of the mark on Ihe 
card. Put the flask in a basin of luke-warm 
water. Observe the contraction that takes place 
as the ice melts. 

ExPT. 27. — Blow a small bulb at one end of 
a glass tube and draw the other end out to a 
fine point. Fill the tube with water and seal off 
the point in a blowpipe-flame. Place the bulb 
in a freezing mixture and cover it with a cloth. 
The bulb will soon burst, owing to the expansion 
of the water in freezing. 

Water expands in freezing with almost 
sistible force. Not only thick glass bottles, such 
aa soda-water bottles, but even cast-ire 
half an inch thick are easily burst by filling them 
with water and exposing them to the frost. Thus ^'s- "5 li/iol 
water-pipes often burst during frosty weather, as householders 
find out to their disgust when the thaw sets in and their houses 
arc flooded with water. It is usual to cover water-pipes and 



1 



hydrants with straw and other non-conducting substances to 
protect them from the action of frost ; and, as running water 
does not readily freeze, taps are often kept open (in spite of 
municipal regulations !) as long as the frost lasts. 



Examples on Chapter VII 

Read Arls. 43, 44 again ; also Ihe note al end of Chap. VI. When- 
ever weights are expressed in pounds (instead of grammes} use as your 
unit of heat the ' pound-degree ' or amount at heat required to raise the 
temperalure of 1 lb, of water Ihrougb 1°. 

The latent heat of water may be taken as 80. 

I. What will be the result of mixing 10 lbs. of snow at 0° with 4 lbs. of 
water al 60' ? 

First find whether all or only part of the snow will be melted. TTia 
amount of heat required to melt 10 lbs, of snow would be 
iox8o = Boo pound-degree units of heat. The temperature of 
the mixture cannot fall below 0°, and 4 lbs. of water in «>oling 
from 60° 10 0° only give out 4x60 = 340 pound- degrees, or enough 
to melt ^ = 3 lbs. of snow. Thus the result will be a mixture of 
7 lbs. of snow and 7 lbs. of water, all at 0°. 
a. How much ice at 0° will be melted by 1000 gm. of boiling water ? 

3. When equal weights of boiling water and mehing ice Bre mixed, the 
ice all melts, and Ihe resulting temperalure is 10° : find from this the latent 
heal of fusion. 

4. How much hoi water at 75* '"H just melt 30 lbs, of ice ? 
Ited with 700 grammes of boiling 
46° : what is the latent heat of 



ed was g gm. : find the 

7. Two copper balls of the same weight and raised to the same lem- 
perature are laid, the one on a cake of slowly -melting ice, and the other on 
a cake of wax. The latter sinks in Ihe more deeply. What inference 
would yon draw from this ? 

8. Explain the statement that the lalent heal of water is 80. To a 
pound of ice al 0° are communicated too units of heal (pound-degrees 
Centigrade). What change of temperature does Ihe ice undergo, aiid in 
what way Is its volume allered ? 

9. 143 grammes of water were obtained when a kilt^ramme of iron at 
100° was introduced into an ice-calorimeter : what was Ihe specific heat of 

ID. A quantity of ice is thrown into a basin conlaininf; 4 lbs. of water 
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>t 30*, and after all the ice has melted the temperature is found lo have 
fallen to 8° : how much ice was thrown in ? 

Ti. Whai is meant by a unil of heat ? Tailing the specific heat of lead 
as 0-031. and its latent heat as 5-07, find the amount of heat necessary to 
raise 15 lbs. of lead from a lemperature of 115° C. lo its melting-point, 
j^S-Candtomellit. 

13. How many grajnmes of ice must be dissolved in a litre of water al- 
so" in order to reduce its lemperature to 5°? 

13. If dTy ice, at its melting-point, be thrown Into 30 lbs. of water at 
60° C. until the whole weighs 33 lbs., what fall of temperature will have 
been Iberebj produced? 

14- Vou are given a piece of wax, the exact composition of which you 
do not know. Describe exactly the method of determining its melting- 
point, which is proved by a preliminary experiment to be below 100° C. 

15. Describe an experiment lo measure the contraction which takes 
place in ice on melting. A mass of ice is healed from - 10° C. until it all 
beoimes steam. Show on a diagram the changes which take place in its 
volume. 

16. If 10 grammes of ice at Ihe freeiing- point be put into 100 grammes 
of water at iV C, what will be the lemperature when all the ice has 
melted? 
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CHAPTER Vni 

CHANGE OF STATE— VAPORISATION AND 
CONDENSATION 

47. Evaporation and Boillns. — There are two ways in 
which a liquid may be changed into a vapour. The first of these 
is the slow process which is called evaporation. You have 
doubtless noticed that, if water is left exposed in a shallow dish 
or saucer, it gradually dries up or evaporates. This evaporation 
of water goes on at all ordinary temperatures, but most rapidly 
in warm dry weather. Alcohol (methylated spirit) evaporates 
more rapidly than water ; and ether evaporates so quickly that, 
if you pour a few drops on the palm of your hand, the ether 
will disappear in a few seconds, and produce an intense sensa- 

The second process is the familiar one of boiling. You 
should begin your study of this by boiling some water' in a 
glass flask. When the cold water is heated, the first thing you 
notice is the expulsion of the air which it always contains in 
solution. This makes its appearance in the form of minute 
bubbles, which gradually rise through the water and are 
expelled. Larger bubbles, of steam or water-vapour, soon 
make their appearance, but as they rise into the upper and 
cooler water, they condense and collapse with a pecuiiar 
rattling noise. This is what causes the 'singing' of a kettle 
— always a sign that boiling is not far off. Finally bubbles of 
steam begin to rise rapidly and freely from all parts of the 
water, and the actual boiling sets in as soon as the whole of 
the liquid has been heated to a certain temperature, called its 
boiling-point. Observe that the steam itself is, like air, 
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invisible ; the cloud that forms above the mouth of the flask 
consists of condensed water-particles, not water-vapour. 

The distinction between the two processes (evaporation and 
boiling) is this. Evaporation goes on at all temperatures, but 
only from the surface of the liquid. Boiling consists in the 
rapid production of bubbles of vapour throughout the mass of 
the liquid, and only takes place at a definite temperature (the 
boilbg-point of the liquid). 

ExPT. 28, — To find the boiling-point of a liquid. All that 
is needed for a rough determination is a small long-necked 
flask or test-tube (Fig. 26), tilted with 
a double-bored cork, in which are in- 
serted the thermometer and a bent tube 
for the escape of the vapour. The 
thermometer should be pushed down 
until the bulb nearly touches the liquid, 
but it should not dip into it. Alcohol 
or methylated spirit will do well for the 
experiment. If you wish to recover I 
liquid, you can do so by connecting the 
bent tube to a condenser (see Art. 52). 
If the liquid boils by fits and starts, or 
'bumps,' you should put into the test- 
tube a few bits of crumpled tin.foil or 
platinum-foil. This will make the boil- 
ing more regular. 

48. Vapour - Pressure. — When 
water is introduced into a closed space containing air {e.g. a 
corked flask), it goes on evaporating slowly until the air con- 
tains as much water-vapour as it can hold in suspension ; the 
evaporation then stops, and the air is said to be saturated -with 




If the water is introduced into a vacuous space (e.g. a flask 
out of which all the air has been pumped), the evaporation 
goes on more'rapidly ; practically it is instantaneous. You 
already know that the vapour of boiling water (steam) exerts a 
pressure ; it is by this pressure of steam that all steam-engines 
wort You have now to leam that even at ordinary 
temperatures water- vapour exerts a scnall but measurable 



pressure. This pressure can be observed and measured by 
introducing water into a Torricellian vacuum (Art. 28). 

EXPT. 29. — Fill a barometer-tube with mercury and invert 
it as in Expt. 15. Make a bent pipette, fill it with the 
Uquid to be introduced, and push 
the curved point of it under the 
mercury and into the tube (Fig. 
27). Ether is the best liquid tostart 
with. Blow rau/iottJ^/f into the upper 
end of the pipette, so as to make the 
ether a^ctnddrcp iyrfrt?^, and watch 
the effect. The first drop will evap- 
orate almost before it reaches the 
vacuum, and Che column of mercury 



^ 



will fall through a few centimetres. 
This fall is due to the pressure ex- 
erted by the ether-vapour, for there 
is nothing else above the mercury 
column to exert any pressure. As 
the ether ascends drop by drop, 
the mercury fells lower and lower 
until a point is reached, after which 
the introduction of more ether does 
not cause any further depression ; | 
the evaporation stops, and a layer 
of liquid ether is seen resting on p ^g 

the mercury. Before this, the space 

above the mercury was only partially saturated with ether- 
vapour, or contained unsaturated -vapour; it is now laturated, 
and the vapour exerts its maximum pressure, i.e. the greatest 
pressure that it can exert at the temperature of the room. 
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Now warm the tube cautiously by passing the flame of a 
spirit-lamp along it t the mercury falls lower and lower, showing 
that the maximum vajwur-pressure increases •with the tempera- 

Perform the same experiments with alcohol and water, 
cleaning the tube and pipette each time, or using fresh ones. 
You will find that alcohol gives a much smaller depression, and 
water a smaller one stilL Thus the vapour-pressure of a liquid 
depends upon the nature of thai liquid. 

In Fig. 28 are shown four tubes dipping into a mercury 
trough, the first tube being a reference-tube containing mercury 
only (a barometer, in fact), and the others containing water, 
alcohol, and ether respectively above the mercury. The 
maximum vapour-pressure in each ease is measured by the 
depression produced, and is expressed as being equal to so 
many 'centimetres of mercury.' At 15° it is 1-3 cm. for 
water, 3-3 cm. for alcohol, and 55-4 cm. for ether. 

49. Satuisted and UnBaturHited. V&poura. — We may liere point 
out the chief distinctions beiween the two states in which the vapoui of a 
liquid may exist, 

WheD a vapour cannot eibt without change In the presence of its own 
liquid, it is called an unsattu&tad vapour. Such a vapour behaves 

according to Boyle's law (Art, 29). 

On the other hand, a vapour which can exist without change in presence 
of its own liquid is called a saturated vapour. The pressure exerted 
by the vapour in this slate is called the maximum vapour-pressure of the 
liquid, and is the greatest pressure which cai " 
the liquid at that temperature. It does n 

occupied by the vapour. Thus in Fig, aS it is not necessary mat the 
lubes should be of the same length : if they were of different lengths, the 
depressions would be exaclly the same. If the trough were deeper, so that 
any tube could be depressed in it or raised up at will, the level of the 
mercuTy inside Ibe tube would remain unaltered. 

Or, again, suppose a quantity of water and water-vapour (steam) to be 
contained in a cylinder closed by a movable piston. Suppose further that 
'he temperature of thewhole is kept constant, and that no air is enclosed 
{ihe space between the water and the piston being filled with saturated 
water-vapour). Know the piston lie pushed down, the pressure will not 
increase (as it would in the case of a gas), but some of the vapour will 
condense to water, the pressure remaining constant. If the volume be 
increased by pulling out Ihe piston, more of the water will evaporate 10 
fill Dp the space, and the pressure will still remain unchanged. A 
ututated vapoor, then, does not obey Boyle's law. ^ 



We may sum up briefly by saying thai a saluialed vapour is a vapour 
which is iH ian/act with an tzcesi of its awn liquid. lis fresiurt defends 
onlyvfoa {t.)thi nature of Iki liquid, and {3) the temptraiure. 

In what foUows. unless the contrary is stated, (he word vapotir-pressure 
will be used as meaning maximum vapout-pressure or pressure of saturated 

60. Vapour-Preseur© and Temperature. — We have 
seen (Expt. 29) that vapour-pressure increases with tempera- 
ture. We shall now show that at the boiling-point of a liquid 
its vapour -pressure becomes equal to the pressure of the 
atmosphere. 

ExPT. 30. — Fill and invert a barometer-tube as in the last 
experiment, and pass up about i c.c. of water into it. Surround 
it with a ' steam-jacket,' i.e. a wider tube through which a 
rapid current of steam is passed (Fig. 29}. The mercury 
column will gradually fall as the tube warms up, until finally, 
after the steam has passed freely for a few minutes, it will have 
fallen just to the level of the mercury in the trough outside. 
Clearly when this is the case the pressure inside and outside 
are equal. But the pressure inside is simply due to the vapour 
of water at its boiling-point ; and the pressure outside is that of 
the atmosphere. 

This result enables us to define the boiling-point of a liquid 
as follows. The boiling-point of a liquid is that temperature at 
which its vapour-pressure is equal to the pressure of the 
atmosphere. 

The maximum pressure of water-vapour at various tempera- 
tures is given in the following table, the pressure being 
expressed in centimetres of mercury. 
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by tbe lube a from 
a flask or boiler 

a capital boiler 
for sucb purposes.) 

by the pipe i. which 
passes Ihrough ihe 
lower cork and dtps 

The inner glass lube 
should be steadied 
by a. loosely-fitting 



61. Influenoe of Pressure on BoilinET-polnt. — If the 

boiling-point of water be determined with a delicate thenno- 
metcr from time to time, it is found to vary slightly as the 
atmospheric pressure varies. The experiment in the preceding 
article gives us the key to the connection between pressure and 
boiling-point. Before a liquid can boil it must be heated ie 
such a temperature that the pressure of its vapour is egual to 
the atmospheric pressure. Thus water boils at 10o° when the 
atmospheric pressure is equal to that of a column of mercury 
76 cm. high. If the pressure increases to 77 cm., the 
water must be heated to a higher temperature before its 
pressure becomes equal to that of the atmosphere, and so the 
boiling-point is raised to ioo°-34. If the atmospheric pressure 
is below the normal pressure, the boiling-point is lowered: 



thus water boils at 99°-64 under a pressure of 75 cm. You 
will now understand why it is necessary to read the barometer 
when marking or testing the boiling-point of a thermometer. 

If you gradually ascend from the sea-level up to, say, the 
top of a mountain, you leave more and n^ore of the atmosphere 
below you, and consequently the pressure gradually becomes 
less. If you took with you a portable boiling-point ap- 
paratus, you would find the boiling-point become lower and 
lower. Thus while water boils at 100° at the sea-level, its 
boiling-point is 96°'3 at the top of Snowdon (3571 feet above 
sea-level) and 85° at the top of Mont Blanc (15,781 ft.) In 
Quito, which is the highest city in the world (9520 ft.), the 
mean height of the barometer is about 52.5 cm., so that the 
water boils at 90°. The change of boiling-point in ascending 
a mountain is one of the ways (though not the best) by which 
its height can be found. 

The cooking and solvent powers of 'boiling water' depend 
upon the temperature at which it boils : hence it is scarcely 
possible to make good tea at the top of a high mountain. By 
increasing the pressure we can make water boil at temperatures 
much higher than 100°, and so can increase its solvent power. 
Thus gelatine is extracted from bones by boiling them with 
water under great pressure in a strong closed iron boiler called 

62. OoDdeneation and DistOlation,— When steam is 
cooled below the boiling-pioint it is converted into water or 
oondenses. If a vessel in which water is kept boiling is 
connected with another vessel which is always kept cool, the 
steam from the boiling water passes over into the colder vessel 
and there condenses. This process is known as diatillation, 
and is used as a means of separating water and other liquids 
from impurities which they may contain in solution. Thus pure 
water can be obtained from sea-water by distillation, the salt 
and other soluble matters remaining behind in the still. Dis- 
tilled water is not very pleasant to drink : it tastes ' flat,' 
because it contains but little air in solution. 

The usual form of distillation apparatus used in laboratories 
is shown in Fig. 30. The liquid to be distilled is placed in a 
glass retort, which is heated by a burner ; the neck of the 
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retort fits into the condenser, which consists of a long glass 
Inbe surrounded by a wider (but shorter) tube corked at both 
ends. Between these two a curretit of cold water is kept Howing, 




Fig. ja 

SO as to cool and condense the vapour ; from the condenser 
the distilled liquid flows into a flask or other suitable receiver. 
63. Boiling under Dtminlshed Presaure. — Referring to 
ihe table in Art. 50, we see that the maximum vapour-pressure 
of water at 90° is S2'5 cm. This is equivalent to saying that 
under a pressure of 5 2' 5 cm. water would boil at 90°. 
Suppose, then, that you had water at 90° in a Hask, and that 
by any means you reduced the pressure below 52'5 cm., the 
water would now be above its boiling-point, and it ought to 
boil without any application of heat ; and this ought to occur 
at any temperature if you reduced the pressure in the flask 
below the maximum pressure of water-vapour at that tempera- 
ture. The following experiments show that this reasoning is 

ExFi. 31 (Franklin's Experiment). — Half fill a flask with 
tvater, and boil it over a naked flame so as to drive out the air 
and All the upper part of the flask with steam. While the 
water is boiling freely, remove the burner, and at the same 
instant close the neck of the flask tightly with a well-fitting 
cork or rubber stopper. Turn the fiask upside down (Fig. 31) 
and cool it cautiously by pouring cold water on the bottom of 
it. The water inside begins to boil, and the more you cool it 
the longer the bailing continues. 

The explanation is that by pouring on the cold water you 



cool and condense the steam, and so lower the pressure. It is 
a case of boiling under diminished pressure 

The flask used in this and the 
following experiments should be 
a round-bollomed flask or ' boli- 
head ' : flat - bottomed flasks 
readily give way under the pres- 
sure. There is no real danger in 
this, for the flask does not burst 
outwards, but simply collapses ; 
still ii is best to use a small one. 
holding not more than half a pint 
(or30oe.c.) 

Ejcpt. 3a. — Connect a flask 
containing hot water with an 
air-pump. usinK an intermediate 
flask or WoulflT's bottle to prevent 
the sieam from getting inside the 
air-pump. On working the pump 
the water will be found to boil 



31. Boiling under DiuiNiSHBD Pressukk. 

ir-pum[l. The neck of Ifae retort should be dmwa 01 
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so thai it may be pushed into a thick rubber tube to connect it to the 
watet-pump. 

EXFT. 33. — In Fig. 33 is shown an atfangement by which weter can 

be made to boil continuously under diminished pressure in a flask 

connected with a ' reversed condenser ' (a t). The following are the results 

of an enperiment made with this apparatus — 

Temperalure at which the water boiled ..... 80° 

Hei^t to which the mercury was sucked up in the tube di 41 cm. 

Height of barometer at the time 7^'5 >' 

Tile pressure inside the apparatus was therefore 41 cm. less than that 
outside, or was equal to 76-s-4i = 3S'S em. Thus water boils at 80° 
under a pressure of 35-5 cm. We may also express the result by saying 
that the maximum pressure of water-vapour at 80° is 35-5 em. By 
pumping out more air, or by letting a little enter, Ibe pressure can be 
altered and the boiling-points at different pressures found. It is in tbis 

measured. 

54. Heat absorbed in Vaporisation, — When you boil 
water its tempera.ture does not rise after it has reached the 
boiling-point, although it is contintially heated. What becomes 
of the heat supplied to the water ? It is simply spent in 
converting the water into steam at the same temperature. 

On the other hand, when steam condenses to water, heat i5 
given out Thus if you hold a cold spoon in a jet of steam 
issuing from the spout of a kettle, the spoon will rapidly get 
warm as the steam condenses upon it 

Evaporation at ordinary temperatures, too, is always ac- 
companied by absorption of heat. Illustrations of this cooling 
effect of evaporation are given in Art 57. 

65. Latent Heat of Steam. — It is found that a definite 
quantity of heat is required to convert a given quantity (say a 
gramme or 3 pound) of water at 100° into steam at loo'; 
this is called the latent heat of vaporisation, and may be 
defined as follows ; — 

Tie latenl heal of vaporisation ofvjater {fir the latent Heat of 
sUam) is the amount of heat required to convert unit mass {one 
gramme') of water at roo° into steam at thesame temperature.. 

The latent heat of steam is 536. By saying this we mean 
tliat 5'36 units of heat are reqtiired to convert a gramme of 
water at joo' into steam without raising its tempterature. 

The same amount of heat is given out by a grami^l'of 



steam in condensing to water at 1 00°. By observing how much 
heat is evolved by a known weight of sleam in condensing, 
we can find by experiment the value of the latent heat of steam. 

EXPT. 34. To find tkt latent heat of steam. — The method 
consists in boiling water in a flask and conveying the steam by 
a bent glass tube into a weighed quantity of water contained 
in a beaker or calorimeter (such as was used in Expts. 19 



Fig. 3J. Heat Evolved in CoHDKNSATtOH. 

and 23). The increase in weight of the water tells us how 
much steam has been condensed, and the rise in temperature 
tells us how much heat has been given out in the process. 

Owing to the cooling action of the air, some of the steam 
always condenses on its way through the bent tube ; the object 
of the 'trap' shown in Fig. 33 is to catch this condensed 
water and prevent it from getting into the calorimeter. The 
trap consists of a wider corked glass tube, through which the 
steam has to circulate before passing down through the nozzle 
into the calorimeter ; any condensed water remains at the 
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bottom of this wider tube. A vertical screen SS' (of double 
tin-plate or cardboard) should be introduced between the flask 
and the calorimeter. 

Begin by setting the water in the flask to boil ; weigh the 
empty calorimeter; pour into it 100-150 gm. of cold water 
and again weigh carefully. When the steam is issuing freely 
from the nozzle take the temperature of the water in the 
calorimeter. Place the calorimeter in the position shown in 
Fig. 33, supporting it upon a wood block, so that the nozzle 
dips well under the water. The steam condenses with a loud 
rattling noise and the temperature of the water begins to rise. 
Let this go on until the temperature has risen about 20°, 
stirring the water throughout the experiment with the ther- 
mometer or a wire stirrer. When you want to finish the 
experiment, take away the block, lower the calorimeter, and 
remove it from the escaping steam. Do this smartly, and note 
the highest temperature attained by the water before it begins 
to cool. Now weigh the calorimeter and water again ; the 
difference between this and the previous weighing tells you the 
weight of steam condensed. The following are the results of 
such an experiment — 
Weight of water in calorimeter i30gm. 

„ steam condensed .... 5 „ 

Temperature of water before passing in steam . .10° 
„ ). after „ „ . . 35° 

Now let X be the latent heat of steam : then ^x will be 
the number of heat-units given out by 5 gm. of steam in 
condensing to water at 1 00°. The 5 gm. of hot water thus 
produced will, in cooling from 100° to 35°, give out a further 
supply of heat amounting to 5x65 = 325 units. 

The effect of this has been to raise 120 gm. of water from 
10' to 35°, for which 120 x 25 = 3000 heat-units are required. 
This gives us the equation 

Heat evolved = Heat absorbed 

— ^ • in warming cold water. 

in condensing -1- in coohng. 

5.1- -1-325 = 3000. 

Thus 5jr= 3000 -32s = 2675. r,.,i,llr 

and ^=535- ...=.v.ouyii. 



According to our experiment, then, i gm. of steam gives 
out 535 heat-units in condensing. 

66. Laws of Ebullition. — We may here sum up the 

principal facts concerning the ebullition or boiling of liquids. 

I. When a liquid is heated it begins to boil at a certain 
temperature (called its boiling-point), and further heating does 
not raise the temperature of the liquid, but simply converts it 
into vapour. 

II. This temperature is constant for a given liquid as long 
as the pressure is constant. 

III. When the pressure increases the boiling-point rises, 
and when the pressure decreases the boiling-point becomes 

IV. A definite amount of heat (called the latent heat of 
vaporisation) is absorbed in converting unit mass of a liquid at 
the boiling-point into vapour at the same temperature. 

67. Freezing by Evaporation. — The following ex- 
periments illustrate the cooling effect produced by rapid 
evaporation. 

ExPT. 35. — Place a piece of filter-paper on top of the 
air-thermoscope (Fig. 3, p. 5). Pour some ether on this. The 
ether rapidly evaporates, and as the heat required for its | 
evaporation is taken from surrounding bodies, it cools the 
flask and the air inside. The cooling effect is shown by the 
contraction of the air and the rise of the liquid in the tube, 

ExPT. 36,. — Place a watch-glass on a 
thin piece of wood, with a few drops of 
water between them ; pour ether into the I 
watch-glass, and blow air from a bellows 
over its surface so as to make it evapo- 
rate rapidly. By the time the ether has 
evaporated the water will have been con- 
verted into ice. If you lift up the watch- 
glass, you will find that the wood Sticks | 
to it, the two being frozen together. 

The watch^lass may with advantage 
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be replaced by a shallow capsule, such as may be made of 
sheet copper (Fig. 34). 

EXPT. 37. — Water may be made 10 evaporate so rapidly as 
to freeie by its own evaporation. This is most simply done 
by means of Wollaston's cryophorus (or ' ice-carrier '), a good 
form of which is shown in Fig. 35. It consists of a glass tube 
ivith a bulb at each end. One of these is half-(i1led with water ; 
the rest of the space contains nothing but 
ivater-vapour, the air having been driven out 
by boiling the water and sealing up the instru- 
ment while full of steam. 

If the bulb A is surrounded by a freezing 
mixture (Art. 45), the water-vapour in it con- 
denses ; more vapour flows over from B to 
take its place and is continuously condensed 
in A. So much heat is taken from B by this 
process, that in about half an hour its con- 
leots will have frozen. 

If the water in the cryophorus more than 
half-fills the bulb B, some of it should be 
transferred to A : otherwise the expansion 
in freezing may burst the glass. The freezing 
mixture should be stirred from time to time. 
The bulb B should be covered with flannel or 
with a woollen sock, and it is well to shake 
it slightly if the freezing does not start in due 

The cryophorus may be regarded as a 
distillation -apparatus, of which the freezing 
mixture and bulb A form the condenser. There is no outside 
source of heat : the water-vapour in passing over transfers heat 
from B to A, thus coohng the water in B 10 the freezing- 
point, and then converting it into ice. 

58. AppUoations and Illuetrationa — Machines for 
making ice artificially have been constructed on the principles 
explained above. In Carry's machine a bottle of water is 
placed in connection with a powerful air-pump and a reservoir 
containing strong sulphuric acid. After working the pump fbr 
the water begins to boil, the vapour is rapidly 



absorbed by the acid, and the water soon freezes to a solid 

The refreshing effect produced by watering a dusty road on 
a hot day is not due to the laying of the dust alone : the water 
by its evaporation produces a pleasant coolness. The simplest 
way of cooling a bottle of wine in hot dry weather is to wrap 
round it a wet towel ; if it is then put to stand m a draught the 
rapid evaporation of the water will cool it several degrees below 
the temperature of the air (see Expt. 35). 

Our own bodies are cooled by evaporation, which when too 
rapid produces chills and colds, such as are often caught by 
exposure to draughts or after taking a warm bath. The ait 
expired from our lungs is always charged with water-vaptour, 
and from the surface of our bodies water is continually removed 
by perspiration and evaporation. You have probably noticed 
that a dog when hot after running quickly hangs out his tongue, 
thus exposing a larger sutfece for evaporation and increasing 
the cooling effect. 

The lowest temperatures hitherto attained have been 
produced by the rapid evaporation of liquids with very low 
boiling-points (liquefied gases). 

Examples on Chapter Viii 
I. Explain exactly the nalure of boiling. Is il possible to make tukfr 
warm water boil wittiout heating it, and, if so, how ? 

a. How would you measure the maximum pressure of alcohol, vapour al 



Illuslr 

4. How many heal-uniis are required lo convert 50 grammes of water 

J. A vessel conlaining 30 gm. of ice is placed over a spirit-lamp ; bow 
much heat will be required lo melt il and vaporise the water completely ? 

6. The calorilic power of Welsh sleani coal is 8240, How many 
pounds of water at 100° could be converted into steam by ihe comtiuslion 
of I lb. oflhiscoal? 

The most convenient hcat-unii 10 employ here is the ' pound-degree,' 
or amount of heat required lo raise 1 lb. of water ihroi^h 
1'. 536 of these units are required to convert i lb. of water al 
100° into sieam. In Ihe combustion of I lb. of coal 8240 
units are evolved, or an amount sufficient to convert into steam 
iIS-4lbs. of water al 100°. 
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7. I lb. of a certain sample of coal is found to be sufficient to evaporate 
15 lbs. of water at 100° : how much heal does it give out in burning? 
t. How many pounds of steam at 100° will just melt 50 lbs. o[ ice at 

9. to gm. of steam at 100° is condensed in a kilogramme (1000 gm.) 
of water at 0°. and the temperature of the water js thereby raised to 6-3° ; 
what value does this give for the latent heat of steam ? 

10. How man)' grammes of steam at 100° must be passed into aoo gm, 
of ice-cold water in order to raise it to ihe boiling-poinl? What will 
bappen if more steam than this is passed in ? 

II, Describe an eiperiment showing that water can befroieu by its own 
tvaporatioti. What weight of vapour must evaporate in order to freeze a 
grainme of water at freezing-point? 

13. Two vessels contain, the one two pounds of ice-cold water, Ihe 
other one pound of water and one pound of ice. Which will boil Ihe 
sooner if they are subjected to the action of equal sources of heat ? Give 
reasons for your answer. 

13. Steam at 100° is passed into 100 grammes of iee at 0°, How 
man; grammes of steam will be required to melt the ice ? 

I*. Dislinguish carefully between saturated a ' 
Into a vacuous cylinder provided with a piston mere is iniroaucea just 
mongh water to saturate the space with vapour at so°. Describe fully 
wlial happens (especially with regard to pressure) under the following 
conditions :— (1) Tbe volutne of the space is increased by pulling out the 
pislDo. (9) The volume is diminished by pushing the piston down. (3) 
The TOlurae remaining as al first, the temperature incnsases to 30°. (4] 
The te ' " 
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CHAPTER IX j 

HYGROMETRV j 

56. Water-vapour in our Atmosphere. —The presence , 

of water-vapour in our atmosphere may be shown as follows. 

EXPT. 38. — Place some calcium chloride [CaClg] in a j 
saucer and leave it exposed to the air. The salt becomes wei 
on the surface and gradually dissolves in the water which it 
attracts from the air. 

Substances like calcium chloride and sulphuric acid, which 
combine eagerly with water, are said to be hygroscopic, and are 
used for drying air and other gases (see Art. 60). 

Exit. 39. — Dry the outside of a glass tumbler or beaker 
and pour cold water (or iced water) into it ; take it into a 
warm room. The surface of the glass becomes dimmed. As 
the air in contact with it is gradually cooled the vapour present 
is deposited upon it in the form of minute drops of water or 

You must not conclude from such experiments that the air 
is fully charged or saturated with water-vapour. This seldom 
happens ; and when it does, the air is incapable of taking up 
any more water-vapour. Now common observation shows us 
that, except on very damp days, water exposed to the air 
rapidly evaporates, as, for example, when wet clothes are hung 
out to dry. We conclude, then, that our atmosphere generally 
contains a certain proportion of water-vapour, but seldom 
sufficient to saturate it. A good 'drying' day is one on which 
the amount of water- vapour present is far from being sufficient 
to saturate the air ; but the rate of evaporation also depends 
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upon the presence or absence of wind, for when the air in 
contact with a. moist sur&ce is frequently renewed the moisture 
is more rapidly removed. 

The branch of Physics that deals with the moisture of the 
atmosphere is called Hygrometry. 

60. Absolute amount of Water-vapour. — The amount 
of water-vapour contained in a given volume of air can be 
measured by slowly aspirating the air through a series of tubes 
(Fig. 36) containing a hygroscopic substance which absorbs 



and retains the water. Any large bottle or jar with a slop- 
cock at the bottom will serve as an aspirator (A). This is 
filled with water which, as it runs out, draws a current of air 
through the U-tubes C, D, and E. These contain pumice- 
stone soaked with sulphuric acid, and are carefully weighed 
before and after the experiment ; the increase of weight tells us 
the total amount of water absorbed. The volume of air which 
has passed through the apparatus can be found by measuring 
the water which runs out from the aspirator. The results are 
expressed by saying that the air contains so many grains of 
water-vapour per cubic foot, or a certain fraction of a grammi' 



per litre. The quantity thus measured is the absolute (or 
actual) amount of water-vapour contained in a given volume of 
the air at the time of the experiment and under the conditions 
then existing. 

Similarly, by passing through the apparatus a known 
volume of air which has beforehand been saturated with water- 
vapour, we can find out how much water-vapour is required to 
saturate a given volume of air at any temperature. 

61. 'WetnesB' and 'Dryneea' — Experiments made in 
the way described above show that the absolute amount of 
water-vapour contained in the air at a given time does not 
fully explain what we call the ' wetness ' or ' dryness ' of the 
air. For it is found that on cold misty days in winter, when 
the air appears quite damp, the amount of water-vapour actually 
present in a given volume of it is frequently less than on a hot 
summer day, when we say that the air ' feels dry.' And the 
reason is not difficult to understand. The amount of water- 
vapour required to saturate a given space depends upon the 
temperature, being greater in hot weather than in cold. Now 
we judge of the ' wetness ' or ' dryness ' of the air by the rate at 
which evaporation goes on, and this does not depend chiefly 
upon how much water-vapour the air already contains, but 
rather upon haw much more it can take up, i£. how fe.r it is 
from being saturated. 

62. Relative Humidity, — The apparent wetness or 
dryness of the air depends, then, upon two things — 

(i) upon the amount of water-vapour actually present in a 
given volume of the air (which we have called the absolute 
amount of water-vapour or absolute humidity), 

and (2) upon the ratio between this and the amount required 
to saturate the same volume. 

This last is called the Relative Humidity, and may be 
defined as follows : — 

The relative humidity of the air at any time is the ratio 
between the amount of water-vapour actually present at the 
time and the amount which would be required to saturate it at 
that temperature. 

Thus, if a given volume of air is found to contain an amount 
' of water-vapour, and if an amount W would be required in 
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it at its actual temperature, ihen the relative 



humidity is 



W 

This is sometimes expressed as a fraction and sometimes 
as a percentage ; thus, when the air is found to contain one- 
fifth as much water-vapour as would saturate it, we may either 
say that the relative humidity is 0-2 or 30 per cent 

63. The Dew-point. — If we wish to know the humidity 
of the air at any time, the simplest way of proceeding is to 
find out how far it is from being saturated- This can be done 
by cooling the air gradually down until it begins to deposit its 
moisture as dew (see Expt. 39). The temperature at which 
this occurs is called the dew-point. 

The dew-point is the temperature at ivhich the air begins to 
deposit its moisture in the form of dew. 

You should understand clearly that the dew-point is not a 
fixed temperature ; it changes continually, as the temperature 
of the air and the amount of water-vapour contained in it 
change. On very damp days the dew-point is only slightly 
below the temperature of the air. In dry weather the air needs 
to be cooled very considerably before the deposition of dew 
begins, so that the dew-point is much below the actual 
temperature. 

Instruments used for the 
purpose of linding the dew- 
poiat are called hygrometers. 
64. Daniell'B Hygro- 
meter. — This is one of the 
oldest forms of dew-point in- 
struments. It consists of two 
bulbs (A and B, Fig. 37) con- 
nected by a bent glass tube. 
The bulb A is half-filled with 
ether ; the rest of the : 
ment contains nothing but 
ether-vapour. The bulb B is Fig. 37. 

covered with muslin and can 

be cooled by dropping ether upon it. This condenses the 
ether-vapour inside B, and more ether distils over froiti A to 






take its place. Thus A is gradually cooled, just as the biUb 
A in the cryophorus (Fig. 34) is cooled when B is placed in a 
freezing-mixture. .'It a certain point a thin film of dew makes 
its appearance on A ; the temperature at which this occurs is 
indicated by a delicate thermometer, the bulb of which dips 
into the ether in A. Another thermometer attached to the 
stem (C) gives the actual temperature of the air. 

66. Dlnec^ Hygrometer. — There arc two difficulties in 
using Daniell's hygrometer. The observer must stand near 
the instrument ; also ether must be used, and this, of course, 
gets into the air. Both these objections are removed by 
the hygrometer introduced by Mr. G. Dines (Fig. 38), in 




which a current of cold water is made to cool u thin plate of 
black glass (E) upon which the dew is deposited. Cold water 
(or iced water) is placed in the vessel A, which communicates 
by a tube with the chamber D. The thin glass plate E forms 
the top of this chamber, and just underneath it is the bulb of 
the thermometer C. The observer adjusts the stop-cock B so 
that a slow current of water flows through ; he then watches 
the plate E, and as soon as its surface becomes dimmed he 
reads off the temperature indicated by the thermometer C. 

It is usual, both with this and the Daniell hygrometer, to 
■nake a double observation. First, the temperature at which 
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[he deposition of dew begins is observed ; then the cooling is 
stopped, and, as the cold surface gradually gets warmer, the 
tem|>era.ture at which the dew disappears is noted. The 
mean of these two is taken as the dew-point. 

66. Wet and Dry Bulb Hygrometer. ^Another way 
of judging of the humidity of the atmosphere is by observing 
the rate at which evaporation is going on. This can be done 
by measuring the cooling effect produced by it. 

EXPT. 40. — Take ihe temperature of the air with a ther- 
mometer, then wrap round the bulb a small piece of fine 
muslin, and thoroughly wet this with water which has stood for 
some time in the room and is at the same temperature as the 
^r in it. The thermometer falls, and on a dry day may fall 
through several degrees. This effect is due to the heat 
absorbed in evaporation of the water. It is not so marked as 
if we had used ether ^see Expt. 35), but it always occurs 
excepting when the air 
is saturated with water- 
vapour, which is seldom 

Upon this principle 

the wet and dry bulb 
hygrometer (Fig. 39) is 
based. It consists of 
two thermometers, one 
of which is simply ex- 
posed to the air and 
indicates its tempera- 
ture, while the bulb of 
the other is kept con- 
tinually moist. This is 
done by covering the 
bulb with muslin, which 
is connected by a wick 
with a vessel containing 
water. (This vessel _, 

should be smaller, and 

placed at one side ; not directly beneath the bulb as in the 
figure.) The continuous evaporation from the wet bulb 



keeps its temperature constantly lower than that of the dry 
bulb. The difference between the two temperatures depends 
upon the dryness of the air. When this difference is 
great it indicates that evaporation is going on rapidly, and 
consequently that the air is dry and the dew-point low. When 
the ditference in temperature is small it indicates that but 
little evaporation is going on from the wet bulb : hence we 
conclude that the air already contains much water-vapour and 
that the dew-point is high. 

67. You should understand clearly thai the leraperature of the wel-bulb 
thermometer is no! constani, but (like the dew-point) changes with the 
temperaluie and humidity of the air. Nor must it be confused with ihe 
dew-point : it is higher than the dew-point. The greater the difference 
between the dry and wet bulb readings^ the lower the dew-point is. 

But consider what would happen if the instrument were surrounded by 
air already saturated with water-vapour. There would be no further 
evaporation ; the wet-liulb thermometer would show the same temperature 
as the dty-bulb thermometer, and this (under the conditions stated) would 
also be the dew-point. 

The theory of the insttumeni has been worked out and a formula has 
been constructed which enables us to calculate the dew-point when the 
temperatures of the wet and dry-bulb thermometers are known. The 
results thus obtained have been compared vrith those given by the conden- 
sation hygrometers (Arts. 64 a.nd 65), and tables have also been drawn up 
from which the dew-point can at once be found when the readings of tte 
wet and dry-bulb hygrometer are known. On account of its convenience. 
It is the form of hygrometer most commonly used by meteorologists. 
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CHAPTER X 
TRANSMISSION OF HEAT— CONDUCTION 

68. Modes of Transmission of Heat. — Heat may be 
transmitted from one point to another by three processes, 
tailed respectively conduction, convection, and radiation. 

You know that if the point of a poker be pushed into a 
fire, the heating effect is not confined to the point alone ; it 
gradually extends throughout the length of the poker, from the 
parts near the point towards the handle, which, after a while, 
may become too hot for you to hold. This transference of 
heat from hotter to colder parts of the poker, and from the hot 
poker to your hand, Js called conduction. 

Again, if you withdraw the red-hot poker from the fire and 
hold your hand above it, you feel a sensation of heat which is 
mainly due to the warm air (heated by contact with the poker) 
rising upwards. This process is called convection. 

Lastly, if you hold your hand an inch or so beloiv the red- 
hot poker you still feel a sensation of heat. This is not due 
to convection (for heated air always rises upwards), but is pro- 
duced by a direct transmission of heat through the air from the 
poker to your band, a process which is called radiation. It 
is by radiation that your hands are warmed when you hold 
them in front of the fire. 

SO. Definition. — Conduction is the transmission of heat from 
hotter to colder parts of a body, or from a hot body to a colder 
hody in contact with it. This transmission takes place 
gradually from particle to particle, but ■without any visible 
Motion of the parts of the body. 



The last sentence is added to point out how conduction 
differs from radiation and convection. Conduction is a 
gradual process in which heat only passes from hot to cold 
parts of the body by heating the intermediate parts. The 
transmission of heat by radiation is so rapid as to be prac- 
tically instantaneous ; it also tales place without heating the 
medium through which it passes. In the case of convection 
heat is conveyed from one point to another by actual motion 
of ..the hot body as a whole. These distinctions will be better 
understood after reading the next two chapters. 

70. Conduotion in Solids.— Solids differ from one 
another enormously in their power of conducting heat. Metals 
are generally good conductors, silver and copper being the 
best. Glass, stone, leather, wood, flannel, and organic sub- 
stances generally are bad conductors. 

EXPT. 41. — Hold one end of a copper or brass wire, about 
3 inches long, in a tlame. The heat is rapidly conducted 
along the wire, and it soon becomes too hot to hold. An irgn 
or platinum wire does not get hot so quickly, A strip of wood 
(a match) can be held until it bums down quite near the 
lingeis. A piece of glass rod or tubing can be held quite 
comfortably for a long time. It is this bad conducting power 
of glass that makes glass-blowing possible. When a. glass tube 
is fused in a blowpipe-flame, it can be handled to within an 
inch or so of the fixed part without discomfort. 

ExPT. 42. — Place spoons made of different substances with 
their bowls dipping into hot water. The handle of a silver 
spoon (real silver) soon gets so hot that you cannot comfortably 
hold it. A common spoon (made of Britannia metal) does 
not get hot so soon ; with spoons made of bone or wood the 
heating effect is scarcely noticeable. 

ExPT. 43. — Paper is a bad conductor of heat, and at once 
becomes scorched and begins to burn when placed in a flame. 
Yet a piece of paper may be held for some time in a flame 
without burning (and even without getting scorched) if there is 
a. metal surface immediately behind it to carry away the heat. 

This can be well shown by means of a cylinder one half of 
which is made of brass and the other half of wood (or one end 
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of a wooden cylinder may be turned down so that a brass tube 

of the same diameter can be slipped over it). Wrap a piece of 

writing-paper tightly round the cylinder and hold it in a Bunsen 

flame, as in Fig. 40. The paper covering the wooden half of the 

cylinder is scorched (just up to 

the line of junction) long before 

any effect is produced on the 

other half. The brass conducts 

away the heat so rapidly that 

the paper is kept cool. The 

experiment shows that brass is 

a tar better conductor of heat I J 

than wood is. 

71. OompariaonofOon- 
ductins Powers.— r The fol- 
lowing experiments show how 
the conducting powers (or con- 
ductivities) of different materials 
may be compared. 

EXPT. 44. — A number of metal and other rods, of the 
same length and thickness, are covered with a coating of wax, 
and are introduced into holes in the front of a metal trough 
(Fig- 41)1 which is then filled with boiling water. As the heat 
travels along each rod and warms it up 10 the proper tempera- 
ture, the wax melts. 




Wait until there is no further sign of melting, and then 
observe that the wax has melted much farther along some rods 
than others. 



ExPT. 45. — Take two strips or bars of iron and copper 
respectively, and of the same siie. Attach small wooden balls 
(or marbles) to them by means of wax. Fix them end to end 




and place a burner underneath, so as to heat them equally (a 
better plan is to rivet both to a cross-piece and heat this). 

The balls will be found to drop off the copper strip more 
rapidly than off the iron, 

ExPT. 46. — Cut discs of copper, iron, wood, and cork of 
about J inch thickness, and large enough to cover the top of 



T-thermoscope (p. 5). As a s 
cylinder (iron or copper) heated to ic 






J- by 



1 boiling 



Place one of the discs on top of the air-thermoscope, and 
on this put the hot cylinder. Wait a couple of minutes and 
observe the greatest depression produced. Try the other discs ' 
in the same way. Copper gives the greatest depression ; wood 
and cork scarcely allow any heat to pass. 

72, When one end of a bar is heated, the rate at which its 
temperature rises depends not only upon its conductivity but 
also upon its specific heat. Other things being equal, a bar 
having a low specific heat would get hot more rapidly than ' 
another having a high specific heat. Thus the above methods 
of experimenting are not quite satisfactory, excepting where the 
substances compared have nearly the same specific heat (as in 
the case of iron and copper, Expt, 45). But they show 
sufficiently well that metals are, in general, good conductors of 
heat, silver and copper being the best ; whereas stone, glass. 
wood, cork, etc., do not conduct heat nearly so well, or are bad 
conductors. 
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In order to keep our bodies wann we make use of such bad 
conductors (woollen clothes, flannel blankets, fur, leather, etc.) 
Other applications of non-conductors will readily occur to you 
~-e.g. kettle-holders, the handles of coflee-pots, kettles, and 
soldering-irons, etc. The bad ly-eond acting malerials which we 
use for 'keeping out cold' are also the best for keeping out 
heat Thus, if you wish to keep a block of ice in hot weather, 
and have no ice-chest to put it in, it should be wrapped up in 
SaoneL 

You will now be better able to understand why it is that, in our 
climate, metals and other good conductors feel cold to the touch 
{see pp.1-3). If the temperature of surrounding objects were 
higher than that of our bodies, the reverse would be the case ; 
and so in the hot rooms of Turkish baths it is found that iron 
and stone are painful to touch because they part with heat so 
readily i whereas wood and flannel can be handled without 
discomfort. 

73. Action of Wire-ffauze on Flame. — A combustible 
substance will not bum, even in presence of air or oxygen, 
unless it is raised to a certain temperature, which is called the 
'temperature of ignition' of the particular substance. Now 
when a good conductor is introduced into a flame it rapidly with- 
draws heat from the flame and thus cools it. The following 
experiments show that it is easy to cool and extinguish a flame 
b this way, 

ExPT. 47. — Coil some copper wire round a rod, leaving 
a piece iree at the end to serve as a handle, and making 
the coil of such size as to lit round the flame of a spirit- 
lamp. Lower the coil vertically over the flame until the bottom 
of it touches the wick. The flame shrinks away from the coil 
and then goes out. 

The coil does not crush out the flame ; there is plenty of 
room for it to bum and air can easily pass between the turns of 
wire. That the etfect is really due to the cooling action of the 
Bietal may be shown as follows. Heat the coil to redness by 
means of a Bunsen burner and lower it again over the flame 
of the spirit-lamp ; it is no longer extinguished. Cool the coil 
by dipping it in water ; dry it, and repeat the experiment 
The cold coil at once puts out the flame. 



[A coil of No. i6 wire, f in. in diameter and 2 in. long, does 
well for a spirit-lamp. For a candle-flame use a smaller coil.] 

ExPT. 48,— Procure a piece of wire-gauze, such as is 
commonly used in laboratories for supporting glass vessels in 
which water is to be boiled. Lower the gauie upon the flame 
of a Bunsen burner. The Hame does not pass through the 
meshes of the gauze but appears to be crushed down by it 
(Fig. 43). 



Fig. 43. Fit. 4*- 

The gauze cools the mixture 0/ coal-gas and air that streams 
through it below the temperature of ignition. That this 
inflammable mixture does readily pass through the gauze may 
be shown by setting fire to it with a lighted match. It may 
also take tire of itself if the gauze gets red hoL 

ExPT. 49. — Turn on the burner but do not light the gas. 
Place the wire-gauze on the lop of the burner and light the gas 
above it. The gauze may now be lifted an inch or so above 
the burner (Fig. 44), but the flame does not strike down. 

74. Th© Safety-lamp. — Upon this principle depends the 
action of the safety-lamp invented by Sir Humphry Davy, It 
consists of an oil-lamp (Figs. 45, 46), the flame of which is 
surrounded by a cylinder of wire-gauze closed on top by a 
brass plate. The gauze does not interfere with the burning of 
the oil, but, as we have seen, it prevents any flame from 
passing from the inside to the outside. Thus the lamp can be 
safely used even in an atmosphere containing inflammable gases, 
such as the ' fire-damp ' which is the terror of coal-miners. 

The use of naked lights is no longer permitted in mines 
which are known to be 'fiery 'or liable to accumulations of 
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fire-damp. By using (he Davy lamp the miner is able to work 

with safety in such mines, and is also provided with a warning 

of the approach of danger. 

For when the amount of 

inflammable gas present 

becomes great enough to 

produce an explosion, it 

bums inside the gauze 

with a blue flame, and the 

miner then knows that it 

is time for him to with- 

ExFT. JO. — Connect a 

glass tube by india-fubber 

tubing to a gas tap, and 

direct the stream of gas 

against the gauze of a 

lighted safety-lamp. The 

flame of the lamp grows pig ^^^ p.- - 

larger, and the coal-gas 

burns quietly inside, but the flame does not spread outside the 

gauie. 

75. Oonduotion In Liquids.— As may be seen from the 
following experiments, liquids 
are bad conductors of heat. 
Mercury and other molten metals 
are exceptions to this rule. 

ExPT, 51. — Apparatus re- 
quired — A differential thermo- 
meter of the form shown in Fig. 
47 (having one bulb higher than 
the other) ; a vessel large enough 
to contain the thermometer ; and 
a tin dish which can be supported 
from the top of this. 

Pour into the vessel enough 
water to cover the bulb to a 
depth of a couple of inches. 

Support the tin dish so that it just dips into the water, and 



then fill it with boiling water or hot oil. It will be some time 
before enough heat is conducted downward to affect the ther- 
mometer, 

ExPT. 52. — Another form of the experiment is shown in 
Fig. 48. An ordinary (mercurial) thermometer is inserted 
through a hole in the side of a vessel into which water is 
poured to about an inch above the bulb. The water is heated 
by carefully pouring hot oil on its surface, or a few drops of 



benzene may be poured on its surfece and ignited ; in this 
case the thermometer will scarcely be affected at all. 

ExPT. 53. — Twist some copper wire round a piece of ice, so 
as to make it heavy enough to sink in water ; drop it into a 
long test-tube nearly Riled with water ; tilt the test-tube so 
that the water in the upper part may be heated over a flame. 
The water may thus be made to boil on top without causing 
any noticeable melting of the ice. 

76. MercuTT a good Conductor. —That mercury con- 
ducts heat much better than water may be shown by the 
following experiment. 

ExPT. 54- — Take two test-tubes of equal size and fix a 
wooden ball (or a marbleXon to the bottom of each with bees- 
wax. Nearly fill one with water and the other with mercury. 
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Bead a piece of thick copper wire to the shape shown in Fig. 49 
(which is drawn one-fifth of the actual size). Heat the wire to 
redness, and support it with one leg dipping into the water and 
the other into the mercury. The ball will soon drop otF the 
left-hand tube, while the other will remain on although the 
water may be spluttering and boiling on 
top. 

Observe that in all the above experi- 
ments the liquid is heated from on top, so 
that the heat has to pass downward ; this 
is the only way in which the true conduct- 
ing power of liquids can be exainined. If 
ihey are heated from below, convection- 
currents are produced ; and the same is true 
for gases (see next chapter). 

77. Oonduotion In Qasea. — Gases 
are even worse conductors of heat than 
liquids. Hence ice-houses (for the storage 
of ice in summer) are constructed with 
double walls : the air between these protects 
the contents from external heat. So in 
cold climates double doors and windows 
are used to retain heat and keep dwelling- 
houses warm. 

ExPT, 55. — Place upon the palm of your hand a loose 
pile of some badly- conducting powder such as lime, as- 
bestos, or plaster of Paris. On this lay the point of a red- 
hot poker or a piece of iron (not too heavy) healed to redness. 
The iron can be held for some time without burning the 

If the powder were pressed down tightly upon the hand (as 
would happen if the iron were heavy), it would soon feel 
painflilly hot. This shows thai the effect is mainly due to the 
bad conducting power of the air entangled between the solid 
particles. The powder is interposed to cut off the direct 
radiation of heat. 

The low conducting power of air is made use of in the 
construction of ice-safes, which are made with a double 



casing. The space between is filled with straw, sawdust, or 
Other loose, badly-conducting material, which hinders the free 
motion of the air, or in other words, stops convection. Fur, 
feathers, eider-down and woo! owe their warmth to the air 
entangled in them. 
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CHAPTER XI 



TRANSMISSION OF HEAT— CONVECTION 



78. On account of their low conductivity, fluids ()>. liquids 
and gases) are only warmed veiy slowly when the heat is 
applied from on top. But they soon get warm when the heat 
is applied from below, as when water is heated in a keltle by 
placing it on a Are, or when air is heated 
by contact with warmer soil. The parts 
which are first heated expand, and being 
thus rendered lighter 1 they ascend; their 
place is taken by colder parts of the fluid, 
which, in turn, are heated and also as- 
cend. There is thus produced in the fluid 
an upward current which carries heat 
with it. This mode of transmission of I 
beat is called convection, and may be 
defined as follows : — 

Convection is the transmission of heat 
by actual motion of the parts of a heateii 
fiitid. 

It is clear that convection -currents can 
only be produced in liquids and gases, 
for the parts of a solid cannot move 
about in the manner described. 



7G. Oonveotion in Liquids. — The 
convection of heat in liquids may be 
illustrated by the following experiments. 

EXPT. 56. — Fill a round-bottomed flask 
' SttExpt 13, p. 35. 




drop into it some crystals of magenta dye. Heat the 
flask over a small flame {smaller than that shown in the 
figure). The water just above the healed spot ascends, and iis 
place is taken by colder water from the sides. A current of 
hot (and coloured) water rises up the middle of the flask, 
spreads out on top, and then works its way down the colder 
sides as indicated by the arrows. 

The direction of the currents may also be shown by 
throwing in sawdust. 

EXPT. 57. — With the aid of a lantern i 
in water may be shown by projection o 




The water (slightly warmed) is placed in a cell with parallel 
glass sides (Fig. 51), and the image of this is focussed on the 
screen. If a piece of ice be now floated on the water, it will 
gradually melt, and the colder water sinks to the bottom of the 
cell. The descending current shows upon the screen in the 
form of streaks, which are due to the unequal refraction of cold 
and warm water (see Light, ch. vi.) 

Or again, the cell may be filled with cold water and hot 
water may be introduced into this by means of a pipette 
dipping into it. If this is done very slowly and cautiously, the 



79*> CONVECTION 91 

hot water will be seen to rise upwards and foim a layer floating 
on the colder water. (The image on the screen is of course 
inverted) (See Light, ch. viii,) 

ExPT. 58. — Make a paper box by folding stout writing- 
paper ; put a few stitches in to keep the flaps from opening, 
and hang the box up by threads from the four comers (Fig, 
52). Half-fill the box with water and let the flame of a 
Bunsen burner play on the bottom of it. The water can be 
heated to boiling without scorching the paper. 

You should not conclude from this experiment that paper is 
a good conductor of hea.L It rather shows how rapidly heat is 
carried off by convection. If it were not for the water the 
paper would soon bum, and if the flame is too big the box does 
get scorched above the water-line. 

80. droulatlon of Water. — The following experiment 
shows how a continuous circulation of water can be maintained 
by convection. 

EXFT. 59.— 'A glass tube of the form shown in Fig. 53 is 




filled with water up to the open neck on top, and one of the 
vertical branches of the tube is heated (near the lower comer) 



by means of a small gas-flame or spirit-lamp. The heated 
water ascends and its place is taken by colder water from 
below. 

To show up the motion of the water better, drop in through 
the neck a. little magenta dye (as much as can be taken up on 



the point of a penknife, crushed and moistened with water 
before dropping it in). The coloured water moves towards the 
left, passes down the left-hand tube, and so round as shown by 
the arrows. The circulation can be kept up as long as you 
please, but cannot well be followed after the dye has'worked 
round to the neck. l,,00"li." 
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81. Heatdng b? Hot Water. — One of the best methods 
of heating large buildings is by means of hot-water pipes. The 
general arrangement of a hot-water system is shown in Fig. 54. 
The principle on which the method depends has been illustrated 
in Expi. 59. 

The water is heated in the boiler E, and rises up through 
the pipe ai ; it then passes through coils (C, C, etc) which 
are placed in the various rooms and serve (o distribute the heat 
wherever it is most required. Having parted with much of its 
heat, the water is now colder and heavier ; it sinks through the 
return pipe ird to the bottom of the boiler, where it is again 
heated and begins its journey afresh. 
All ihree processes — conduc 
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82. Convection in Qaaea,:;— The draught up a chimney 
is a familiar example of convection. Before passing into the 
chimney the air is heated by the fire and is thus rendered 
lighter than the air outside. In the same way convection- 
currents are produced in the chimneys of oil-lamps. 

The upward motion of the air above any hot body (e^. a 
red-hot poker) may be observed by holding near it a piece of 
smouldering brown paper (or ' touch-paper ' made by soaking 
brown {japer in saltpetre solution and then drying it). 

The quivering appearance of objects seen over lime-kilns 
and chimney-stacks is due to the irregular refraction of light 
through the heated air rising up. In this way convection- 
currents in air may be well shown by using a lantern as in 
Enpl. 57 (excepting that here no focussing is necessary). 

EXPT. 60. — ^Hold a spirit-lamp in a strong beam of light 
from the lantern, and examine its shadow on the screen. 
Wavy streaks of light around and above the flame show the 
ascending currents of hot air. r 

Examine in the same way the shadow of a red-hot poker or 



of an iron or copper ball heated to redness. Observe that 
beloiv the ball the air is only heated to a very short distance. 
This shows what a bad conductor air is. 

ExPT. 6i.— Place a lighted candle-end on a saucer and poor 
some water round it ; over the candle place a lamp-glass. The 
flame flickers awhile and then goes out. There is an open 
outlet above for the heated air and products of combustion, 
but no fresh air can get in below and so the candle cannot bum. 
Repeal the experiment and introduce a piece of cardboard 
down the middle of the lamp-glass as in Fig. 55. The flame 
appears to be blown about a 
bit at lirst, but it brightens up 
and keeps alight The card- 
board has roughly divided up 
the chimney into two halves and 
the flame makes use of one of 
these to get rid of the hot gases 
while the other brings fresh air 
down to it. The existence of 
these two currents can be shown 
by holding smouldering paper 
near the top of the lamp-glass. 
83. Ventilation of 
Booms. — In our climate dwell- 
ing-rooms are usually wanner 
than the air outside. This is 
J not only due to fires and lights, 

but also to the heat given out by 
our own bodies. This hot and impure ^r rises to the top of the 
room, as you may easily prove by standing on a table in a 
dosed room where several gas-jets have been burning. In 
order to keep the air sufficiently pure for respiration we require 
some system of ventilation, i.e. some means of getting rid of 
hot impure air and replacing it by cool fresh air. 

If you slightly open the door of a room and hold a lighted 
candle in the gap, you will generally find that near the floor 
the flame is blown inwards (Fig, 56). At the top (unless the 
room is very high) it is drawn outwards ; while a position (about 
half-way up) can generally be found in which the flame bums 
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steadily. Thus cold air tends to make its way into the room 

3t the bottom, driving out the warm light air above. Two 

things are therefore necessary 

before a room can be properly 

ventilated : an outlet for warm 

air just under the ceiling, and 

an inlet for fresh air near the 

84. VentllatloD of Minee. 
— Coal-mines have to be thor- 
oughly ventilated in order to 
supply fresh air for breathing 
and also to prevent accumulation 
of the dangerous and inflam- 
mable fire-damp referred to in 
Art. 74. For this purpose two 
vertical shafts are provided at 
opposite ends of the mine. At 
the bottom of one of these Fig. jS. 

(called the up-cast shaft) a large 

fire is kept burning, and this creates a powerful upward 
draught. Fresh cold air enters through the other shaft {called 
the down-cast shaft), and has to make its way through the 
various workings of the mine before it reaches the up-cast shaft. 
The action of the system may be illustrated as follows :— 

EXPT. 62, — Take ofi" the front of a flat wooden box and 
replace it by a sheet of glass. Cut two holes in the top of the 
box (at opposite ends) and put a lighted candle in the box 
under one of these. Over each of the holes place a lamp- 
chimney or wide glass tube, as in Fig, 57. The left-hand tube 
represents the up-cast shaft, the candle the fire, the right-hand 
tube the down-cast shaft, and the box itself the mine. 

By holding smouldering paper at the top of the tubes, it can 
be shown that there is a steady current of air down the right- 
hand tube, through the box, and up the left-hand tube. 

86. Oonvootion-Currents in Nature. — The student 
should here read Arts. 24, 25 again. Winds, which are 
natural convection-currents on a large scale, will be treated of 
in Chapter XIII, after we have considered radiation. 



Ocean currents may be regarded as i 
so far as their effects are concerned although they arc not 
directly produced in the way above described. They owe 
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their origin to the action of winds and, in general, follow 
the direction of the prevailing winds. These in tropical 
regions are easterly {i.e. blow from east to west), and so 
in the Atlantic Ocean there is an equatorial current from 
east to west. This passes along the north-east shoulder 
of South America, into the Caribbean Sea, and flows out 
of the Gulf of Mexico as a mighty stream of warm water — 
the Ghulf Stream — which skirts the coast of the United 
States and then sweeps across the Atlantic to the north-west 
coasts of Europe. As an example of the efiect of the Gulf 
Stream on climate, it may be stated that the harbour of 
Hammerfest in Norway is free from ice all the year round ; 
whereas the mouth of the Baltic (12 degrees farther south) 
and the river Hudson (in the same latitude as Rome) are 
frozen over three months in the year. The comparative 
mildness of winter in the British Isles is largely due to the 
influence of the Gulf Stream. 



CHAPTER XII 
TRANSMISSION OF HEAT— RADIATION 

86. We have already referred (Art. 68) to radiation as a. third 
mode of transmission of heat It is by radiation that the sun 
warms our earth. We may at once mention two respects in 
which radiation differs from the other modes of transmission of 
heat A hot body emits radiation in all directions and in 
siraigkl lines. An obstacle interposed in the direct line 
between you and a source of heat at once cuts off the radia- 
tion. You can protect your face from the heat of a fire 
by holding a book or paper between ; and when the sun's 
rays are too powerful you seek relief by getting into the 
shade. 

The transmission of heat by convection, on the other hand, 
ilways takes place in one direction {e.g. by upward currents) ; 
and conduction is not restricted to straight lines, for a bent 
niie conducts heat as well as a straight one. 

Light is known to travel at the rate of about 1 86,400 miles 
per second. Now, when an eclipse of the sun takes place, it is 
found that the light and heat are cut off at the same time ; 
hence both must travel with the same enormous speed Another 
characteristic of heat-radiation is that the medium or substance 
through which it passes is not thereby sensibly warmed. It 
is true that many media are only partially transparent to 
heat ; these absorb a portion of the radiation as it passes 
through them (just as partially transparent glass absorbs a 
certain proportion of light), and are thereby warmed With this 
reservation we may define the process of radiation as follows : — 

Heat is said to be transmitted by radiation when it passes 



from one point to another in straight lines, -with great speed, 
and -without heating the medium through •which it passes. 

87. Much of what is stated in this chapter will be better 
understood after the student has read the next section of this 
book (Light). The laws of reflection and refraction are the 
same for heat as for light. If an image of the sun be formed 
with a lens on paper or on the back of the hand, the heat is 
found to be focussed at about the same spot, a fact with which 
schoolboys are sufficiently familiar, and which shows that heat- 
radiation can be refracted as light is. Again, the law of 
inverse squares (p. 124) applies here as in the case of light, and 
it is best to study the two sets of phenomena in connection 
with one another. 

A body heated in a dark room to a comparatively low 
temperature, say below a dull-red heat, is not visible ; it emits 
only heat-radiation. But when it is heated above this tempera- 
ture it becomes visible ; it now emits both kinds of radiation, or 
it would be more correct to say that the eflect produced by its 
radiation depends upon the object on which that radiation falls. 
It afTccts the surface of our bodies as heat ; it produces in our 
eyes the sensation of light. 

The common use of the term ' radiant heat ' might lead 
the student to suppose that there are different kinds of heat, of 
which ' radiant heat ' is one. This is not so. Strictly speaking, 
radiation is not heat at all : at any rate, it does not exhibit the 
ordinary properties of heat. If it were, it could not pass, as it 
is known to do, through bodies without heating them. There 
is reason for believing that radiation travels in the form of 
waves, much as waves are propagated on the surface of water 
by the upward and downward motion of the particles of water. 
The disturbing cause producing these waves is the hot body 
emitting the radiation. The waves, in general, travel freely out- 
wards in all directions ; but when they strike against an obstacle 
they may be partly reflected from its surface, partly absorbed 
by it, and partly transmitted through it. Bright polished tin- 
plate may he taken as a type of a good reflector ; lamp-black 
as a type of a good absorber ; and rock-salt as the best example 
of a substance which is transparent to heat-radiation. 

88. Apparatus, eto. — For detecting the presence of heat- 



radiation the differential thermometer (Fig, 19) may be 
employed. The bulbs should be painted over a dull black ; ^ 
the reason for this will be explained in Art. 90. The ether- 
tbetmoscope shovvn in Fig. 58 is even more delicate than the 
differential thermometer. It is made like the cryo- 
phorus (p. 69), excepting that it contains coloured 
ether instead of water. It may be regarded as a 
differential thermometer in which the ether forms the 
indicating column and in which the bulbs contain 
ether-vapour instead of air. When the lower bulb 
is held in the hand or placed near a hot body the 
pressure of the ether-vapour inside it increases (p. 59)1 
and so the liquid ether is forced up in the stem. 
The lower bulb should be blackened. 

As a source of heat a cubical tin box (of about 
5 inches side, see Fig. 64) tilled with water may be 
used. One of the vertical sides of the box should 
be left as bright tin-plate ; the opposite one may be 
blackened as explained in the footnote or by holding 
it over the smoky flame of burning camphor or tur- 
pentine. The other two may be treated as required Fig. jB. 
for any particular experiment ; e.g. you may paste 
white paper over one and roughen the other with coarse sand- 
paper. A box so prepared is called a ' Leslie's cube,' for such 
boxes were used by Sir. J. Leslie in his researches on radiation. 

As a more powerful source of heat we may use a copper 
or iron ball (about \\ inch in diameter) heated to redness in 
a fire (Fig. 62). 

We will now proceed to consider the reflection, absorption, 
and emission of radiation, in so far as they can be illustrated 
with the aid of simple apparatus. 

89. Befleotton. — Expt. 63. — Procure two tubes of bright 
tin-plate about 2 feet 6 inches long and 3 inches in diameter. 
Support them horizontally on suitable stands, as shown in 
Fig. 59, the two tubes making an angle of about 120* with 
one another. At the mouth of one place the ether- 

* A lamp-black surface la b 
with (hJD shella£ vamLsh. or wi 
lurpendne. and then applied w 



thetmoscope T (or one bulb of the differential thermometer), 
and at the mouth of the other place the red-hot ball. 




Fig- 59- 

Generally, no effect will be produced on the thermoscope. 
Now place at R a vertical sheet of bright tin-plate equally in- 
clined lo the two tubes. This reflects the radiation through the 
second tube, and the heating effect is shown by the rapid rise of 
the liquid column in the thermoscope. By altering the position 
of the tin-plate sheet, it can be shown that the heating effect is 
greatest when the reflector is equally inclined to the two tubes. 
If NP (Fig. 60) be the normal or perpendicular lo the reflecting surface 
where the incident ray IN tneets il, the angle INP is called the angle o( 
incidence. The angle PNR, between (he reflected ray NR and the nor- 
mil. Is called the angle of reflection. The laws of tefiectioQ here are the 
same as in the case of light (p. 137), vii.— . 

I. The reflected ray lies in the plane containing the incident ray and 
the normal, and on the apposite side of the normal. 

II. The angles of incidence and reflection are equal. 



EXPT. 64.— The use of the tin-plate tube is in itself an example 
reflection. If the ball and thermoscope be placed as at B and T (Fig. 6i|. 
lem, the heating effect will be so great as to drive 



o the upper bulb. On r 



e tube the heating effect 
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becomes much smaller. Only a small ftaclion of llie lotal radiation {viz. 
Ibal Iravelliiig direcUj- from B lo T) now reaches Ihe bulb. But when 
the tube is interposed, rays such as BC and BD (which would otherwise 
inirel along the doited iines) strike against it, and after one or more 
reflections from the inside of the tube they reach the bulb T. 

EXPT. 65. — A more striking illustralion of reflection can be obtained 
with a pair of concave metallic mirrors (best of nickel-plated copper). 
Ihese should be placed facing one another in a straight line. The red-hot 
baU is placed in the principal focus of one and the bulb of the thermo- 
scope in the focus of the other (Light, ch. v.) Even when the mirrors 
are over 10 feet apart the reflection and concentration of the beat can in 
[his way be easily shown. 

SO. AbBOrptlve Power. — A sheet of bright tin-plate 
reflects most of the radiation which falls upon it. A sheet 
which has not been tinned (' black-plate '), or which has had 
its surface blackened, is a very poor reflector : it absorbs most 
of the radiation and is thereby heated. Thus difllerent sub- 
stances have different absorptive 
powers. The following experi- 
ments show that dull biack sur- 
faces are good absorbers, whereas 
bright polished surfaces are bad 
absorbers. 

EXPT. 66.^Take two sheets 
of tin-plate and blacken the face 
of one with lamp-black (p. 99). 
Ot) the back of each (in the cen- 
tre) solder a short, thick copper 
rod. To the end of each rod 
attach a marble or wooden ball 
with wax. Hang up the sheets 
as shown in Fig. 62, and place 
the red-hot ball midway between 
them. The ball attached to the 
blackened sheet drops off long 
before the other does. This proves 
that the lamp-black surface is a 
much better absorber than the 
bright tin-plate. 




ExPT. 67,— Blacken c 



1 bulb of the differential air-ther- 



;r and leave the other clean. Expose ihem to the same 
source of heat and at equal distances. The blackened bulb 
becomes hotter than the other, proving that lamp-black is a 
better absorber than glass. 

EXPT. 68. — Paint a black ring (Fig. 63) with lamp-blade varnish on 
ihe face of a stout piece of lin-foil. Grind up some mercuric iodide with 
weak gum-watei (or maslic vamisb), and paint this over Ibe tiack o[ the 



Fig. 64. 

tln-fOTl Mercuric Iodide Is a scariet crystalline powder ; bnt when heated 
10 about 150° it is converted into a yellow modification. 

Now beat a flat piece of iron (o ledness and hold il about s inches in 
front of the tin-foil ; on looking at the back of il you will see on the 
scarlet background a ring oSytllaw mercuric iodide conesponding exactly 
-•'-"'•'--'-— »i ring in front. 



8L Bmiaaive or Radiating Power. — The radiation 
emitted by a hot body depends (i) upon its temperature, and 
(2) upon the nature of its surface. The radiation increases as 
the body gets hotter, but it does not depend upon the tempera- 
ture alone. Some substances give out more radiation than 
others at the same temperature, and are said to have higher 
emissive or radiating powers. And it is found that the 
surfaces which have the highest emissive powers are precisely 
those which are the best absorbers {e.g. dull black surfaces). 
This is expressed by saying that ' good absorbtrs are also good 
radiators' It will be sufficient if we test the correctness of 
this statement in the case of the bright and black tin-plate. 

EXPT. 69. — Tum up the blackened bulbs of the differential 
thermometer as shown in Fig. 64. Place the Leslie's cube on 
the ring of a retort-stand mid-way between the bulbs. Tum it 
so that the lamp-blacked surface faces one of the bulbs and 
the bright tin-plate surface feces the other. See that the bulbs 
are at equal distances from the sides. Fill the cube with 
boiling water. The radiating surfaces are now at the same 
temperature (100°) ; but the liquid column on the same side 
as the blackened surface at once begins to fall. This shows 
that lamp-black is a much more powerful radiator than 
bright tin-plate. 

ExPT. 70. — Procure two tin pots (saucepans) of the same 
size, and coat the outside of one with lamp-black (p. 99), 
leaving the other bright ; hang them up by strings at a 
convenient height and distance apart, so that the bulbs of the 
differential thermometer can be introduced, one into each pot. 
(For this experiment the bulbs should be turned down as in 
Fig. 19, and they need not be blackened.) Open the stop- 
cock of the thermometer ; take enough water to fill both pots 
and warm it to about 70° ; pour half into one pot and half into 
the other. Close the stop-cock and watch the thermometer as 
the water cools. The column on the same side as the 
blackened pot gradually rises, showing that this cools more 
ia[ndly than the bright one. Thus we have again proved that 
a lamp-black surface radiates out more heat than a surface of 
bright tin-plate at the same temperature. 

Just as the surface of the earth is a better absorber than the 



surface of the sea, so it is a better radiator. Both, during the 
night, lose heat by radiation into space. But the earth cools 
more rapidly than the sea does : and, of the various bodies on 
the surface of the earth, those which are the best radiators will 
suffer the greatest loss of heat This is one reason why dew is 
found to be more copiously deposited upon grass and plants 
than upon stones and metal surfaces (Art. 95). 

92. Diathermanoy or TrEmsmiBslTe Power.^ — Bodies 
which easily allow heat radiation to pass through them are said 
to be diathermanous. Among solids rock-salt is the best 
example of such a substance. Our atmosphere is fairly dia- 
thermanous i but water-vapour is not so. The presence of 
moisture in the atmosphere hinders the radiation of heat, and 
hence the loss of heat by radiation during the night is more 
marked in dry climates than in places where the air is moist. 

Although diathermancy to heat -radiation corresponds to 
transparency to light, it by no means follows that bodies trans- 
parent to light are also diathermanous or transparent to heat- 
radiation. Thus alum is transparent to light, but is opaque to 
heat-radiation. The same is true for water; so that a cell 
containing water may be used for cutting off heat while it lets 
the light through. 

If iodine be dissolved In carbon bisulphide, a reddish-black solution is 
obtained which (except in thin layersj is opaque 10 light. Yet this solution 
readily transmits beal.radiation, and a flask filled with it may tie used for 
concentrating heal just as a glass lens or a flask filled with water may be 
used for focussing hght. 

The iKhaviour of glass is peculiar. It stops the radiation from a red- 
bot iKill or from a fire ; a fact which is sufficiently illustrated by tbe use of 
glass flre-screens. But if the source of beat be at a higher temperature 
(e.g. the sun), a considerable fraction of the radiation from it is trans- 
mitted through a sheet of glass. If you put your hand on the inner ledge 
of a window through which the sun is shining, you may find the ledge 
<|uite warm, while (he panes of glass are comparatively cool. The radia- 
lion passes through the glass but is absorbed by the ledge. 

file explanation is that not only the quantity but also the quality of the 

saying this wo do not mean to assert that there are different kinds of heat : 
but there are different kinds o( beat-radiation. On these ttie glass exercises 
a selective absorption, stopping some of them while it lets others throi^b. 
Thus it is opaque 10 the radiation from a source at a comparatively low 
temperature, whereas it transmits a considerable fraction of the radiation 
from a. source at a hi^^ temperature; 
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EXAMPLBS ON CHAPTKBS X-XII 

1. Explain Ihe use of Ihe wire game surrounding the flame in the 
tiavy lamp used in coal mines. 

a. Describe how the heating of buildings, (o) by hot-water pipes, (*) 
by slcam. depends on convection and conduction of heat, specific heat, 

3. Should a keltle intended lo be heated by standing in front of a fire 
be [right or black ? State fully the reasons for your answer. 

4. What are the differences in the behaviour of rock-sail, alum, and 
glass towards radiant heat ? Would a rock.salt fire-screen prove efficient ? 

5. Describe and explain (he difference between the climates of an island 
and of a part of a continent in the same latitude. 

6. The mean lemperature of water in a vessel rises quickly or slowly 
anording as it is warmed from the bollom or the top. Explain this with 
the aid of a diagram. ; 

7- A layer of oil 6 inches deep floats on water of the same depth, 
Describe the movements of Ihe liquids when the water is healed gently 

B, The bulb of a deUcate thermometer is immersed at a slighl depth 
below the surface of water. The upper surface o( the water is healed and 
Ibe diennoTneier is hardly affected. On heating the water from below, the 
thermometer shows an immediate rise of temperature. Explain these two 
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CHAPTER XIII 
WIND, DEW, RAIN, etc. 

93. Land- and Sea-Breezea. — Winds are convection- 
currents produced by the unequal heating of the va.riaus parts 
of the surface of our globe. During the day-time the earth is 
warmed by the sun's rays and imparts its heat to the air lying 
above iL The sea has a lower absorbing power (Art go) than 
the earth, and its specific heat (p. 46) is higher : further, the 
evaporation from the surface tends to keep its temperature from 
rising. Thus the sea is cooler, during the day-time, than the 
land, and we should expect the colder and heavier air from the 
sea to flow inward, displacing the warmer and lighter air over 
the land (Fig. 65). 

This is found to be the case near the sea-coast, especially 
on islands in tropical regions. In the morning a breeze from 
the sea springs up, increasing in strength towards the afternoon, 
and dying away at sunset. This is called the 8 




After sunset both land and sea are cooled by radiation. 
But the earth is a better radiator than the sea ; it cools more 
rapidly ; and so, during the night-time, the sea is warmer than 
the land. The warmer air above it rises upwards, bring 
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displaced by a colder current from the land (Fig. 66). This 
is the land-breeze which blows during the night and dies 
away towards morning. 

64. The Trade Winds. — Of greater importance than 
these local winds is the great system of Trade Winds which 
blow all the year round over a belt extending about 30° on 
both sides of the equator. North of the equator the Trade is 
a N.E. wind {i.e. blows from the north-east) ; south of the 
equator it is a S.E, wind. 

The Trade Winds are due to the intense heat of the sun in 
Mfuatorial regions. The warmer and lighter air ascends and 
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its place is taken by currents of air flowing in from colder 
latitudes both N. and S. of the equator (see Fig. 67). If this 
were all, we should expect to find in the northern hemisphere 
a Trade Wind blowing directly from die north, and in the 
southern hemisphere directly fi:om the south. Tliis would be 
the case if our earth were at rest But it must be remembered 
that the earth rotates from west to east, and this eastward 
velocity ifiereases as we pass from the poles to the equator. A 
mass of air moving in the nothem hemisphere from north to 
south only slowly acquires this motion towards the east : it is 
constantly moving southwards into regions which have a greatei 



easterly velocity than itself. Hence it appears to be blowing 
towards the south-west ; «>. it is a N.E wind. 

Similarly the Trade Wind in the southern hemisphere does 
not blow directly from the south but is a S.E. wind. 

06. Dew. — On clear, cloudless nights the earth is cooled 
by radiation into space. The air in contact with it is also 
chilled, and if its temperature falls below the dew-point (An. 
63), a. portion of the water-vapour present is deposited in the 
form of dew. 

The deposition of dew is most copious on calm, dear nighti. 
Clouds lessen the cooling effect of radiation ; they reflect back 
the heat to the earth, so that its temperature docs not fall as 
much on a cloudy night as when the sky is clear. Wind 
hinders the formation of dew, because it continually brings fresh 
portions of air into contact with the earth without allowing 
them to remain near it long enough to be cooled to the dew- 
Again, dew is most copiously deposited upon substances 
which are good radiators, and which have a dear viPtv of the 
sky. The substances on which dew is most readily formed are 
such as grass, plants, wool, and wood ; these are good 
radiators and bad conductors of heat, so that they quickly cool 
on clear nights. Very little dew falls upon stones, slates, and 
metal surfaces : for although they may be fairly good radiators 
they are also good conductors ; thus the loss of heat from the 
surface is made up for by conduction of heat from the interior 
or from the earth. 

When the temperature of the air falls during the night 
below 0° the water-vapour present is deposited in the solid 
crystalline form as hoar-frost 

96. Olouds, eta. — Clouds consist of small particles of 
water produced by the condensation of the water-vapour 
contained in the air. Fogs and mists are simply clouds formed 
close to the surface of the earth. 

Water-vapour itself is transparent and invisible like air. If 
you boil water in a kettle with a tightly-fitting lid and watch 
the steam coming out of the spout, you will see that there is a 
clear space for an inch or so in front of the spouL This cleat 
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space consists of invisible steam : the white cloud beyond is 
not steam at all but consists of small particles of liquid water 
The steam is condensed partly by coming in contact with the 
colder atmosphere and partly by the cooling effect due to its 
own expansion. The steam inside the kettle is under a 
somewhat greater pressure than that of the atmosphere ; and 
when it gets outside it expands. Now, whenever steam or air 
expands it does work as truly as if it were expanding in the 
cylinder of a steam-engine or air-engine : and, as a supply of 
heat is thereby taken from it (corresponding to the work done), 
it is cooled by its own expansion. 

EXPT. 7i.^0n the plate of an air-pump place a well-fitting 
bell-jar and work the pump rapidly. After about half a doien 
strokes the air inside the bell-jar generally becomes misty. 
By the rapid exhaustion (and expansion) the air is cooled, and, 
if the temperature fells below the dew-point, some of the water- 
vapour in it is condensed in the form of small liquid particles 
which form the mist There is usually enough water-vapour 
present in the air to show this effect 

07. Rain, etc. — Tlie particles of water foirning a cloud 
tend to coalesce into larger drops, and, if these increase in sire 
owing to further condensation, they presently fall as rain. 

Snow is produced when the tempemture of the air falls 
below o°, and under the 
microscope is seen to 
consist of small hexagonal 
crystals (Fig. 68), 

The causes that favour 
the fall of rain are similar 
to those by which clouds 
are formed, vii. the cool- 
by coming in contact with 
colder air or cold land, 
and {2) by its own ex- 
pansion. This latter cause Pi^ ta.— skdw-Ciivstals. 
comes into play whenever 

warm air rises upwards as a convection -current, or when it 
is forced to ascend, as in passing over a range of hills ; for as 



the air rises it gels into regions where the pressure is less 
(Arts. 29 and 51), and therefore it expands 

In our own isJand the rainfall is heaviest on the western 
coasts, for the S.W. winds, having passed over the warm waters 
of the Gulf Stream, are themselves warm and moist : when 
they come in contact with the land, and especially when they 
have to pass over mountain-ranges, they become cooled and 
deposit their moisture as rain. 

Rainfall is measured by means of an instrument called a 
rain-eauge (Fig. 69). This consists of a funnel for collect- 
ing the rain and a graduated vessel for measuring its volume. 
This volume, divided by the area of the funnel, gives the depth 
of the layer of water which would be produced if all the tain 
remained on the surface of the ground. 

In Great Britain the average annual rainfall is somewhat 
under 30 inches. The driest district is Lincolnshire, where 
the rainfall is only about 20 inches. The rainfall is heaviest 
in the Lake District, the wettest place being the Stye in Bor. 
rowdale (Cumberland), where the r^nfall is about 175 inches. 
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ANSWERS TO EXAMPLES 



Chapter II (p. 13) 
I. T'-SC. a I5°C.; 4o''C.; 85° C; 95° C. 3. 194'F.; 
irfiT.; Se'F.; 23° F. 4.-37°.3F.; 674°-6 F. 6. ii°.i 
C. ; i66°-6 C. e. 37°.8 C. ; -40° C. ; -i7°-8 C. ; 36°-7 C. 
7. 36°-g C. ; -40°. 

Chapter III (p. zi) 

3. 40-048 ft. 4, 1-224 ft- 6. 22-128 cm. e. 2-0068 m. ; 

150°. T. 0-0432111. 8. i-ooigcubicdecimetreor 1001-9C.C 

Chapter IV (p. 26) 
1, 0-00002797. 2. 0-000302. 3. 0.0001561, 4. i3i°-7. 



Chapter V (p. 36) 

4.320C.C 6.273°. 6- 91°- 7- 12-38 litres; 13- 
R 0.0036. 9. 546°. 10. 0-9462 gm. 11. Reduced 
thirds. 12. 75 cc; 0° C. 13. 333°, 14. Volume 
unaltered. 16. 383-2 c-c- la iij-S cub. in. 17. 
18. 46 atmospheres. 19. o-ooooi6. 



Chapter VI (p. 46) 
1, 76,800 units, a. 1995 "n'ts. a 3-1. 4. o-i.";>oi 



SS"-!. 6. 9o'.9. 7. i7°. 9. 0-112. 10. 853°. IL Equal 
la. 0.096. 13. 0-1006. 14. j\. 



Chapter VII (p. 54) 

2. 1250 gm. 3. 80. 4. 32 lbs. 6. 80. 6. 0-09. 8. 
Ice is melted and the water raised to 20°. 9. o-i 144. 10 
1 lb. 11. 173-7 pound-degrees-C. Ifl. 1765 gm. 13. The 
temperature will fall to 4i°-74. 16. g'-og. 



Chapter VIII (p. 70) 
4. 31,200 units. 6. 21,48a units. 7. 8040 pound-degrees. 
a 6-29 lbs. 9. 536-3. 10. 37-3 gm- 13. t2 58gm. 
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CHAPTER I 
INTRODUCTION— SHADOWS, etc. 

t Radiation of Llsht — Let us consider what happens 
when a body is gradually heated in a dark room. We may 
suppose the body to be the iron ball used in Ch. xii (Heat) ; 
or an iron wire made gradually hotter by passing an electric 
current along it 

At first, all that we are able to say is that, as the tempera- 
ture increases, the amount of heat-radiation increases. But when 
the temperature reaches about 500° — the temperature known 
as 'a dull-red heat'— we begin to be aware of something else. 
The body becomes visible. In addition to the radiation which 
produces in our bodies the sensation of wannth, it now 
radiates out light which produces in our eyes the sensation of 
vision. 

The colour of the light emitted is red. As the temperature 
increases the light becomes stronger and brighter ; there is an 
increase in the amount of light radiated. At the same time 
the light becomes whiter — there is a change in the colour of 
the light radiated. 

2. DeSnitlooB. — A body from which light proceeds is 
said to be luminous. If it emits the light of itself, it is said to 
be self-luminous. This is the case with bodies which are 
heated to a high temperature by their own combustion or 
olherwise. The sun is a self-luminous body; so also are 
candle-flames and gas-flames. The moon is not a self-luminous 
body ; it simply reflects to our earth the light of the sun, just 



as sunlight is reflected by the surface of the sea or by a 
looking-glass. 

Any substance through which light passes may be called a 
medium. If a medium possesses the same properties at all 
points and in all directions, it is called a homogeneous medium. 
Air, water, and glass are examples of homogeneous media. 

A body through which objects can be seen distinctly (such 
as a sheet of glass) is said to be transparent. A body which 
allows light to pass through it, but through which objects 
cannot be seen distinctly, is said to be translucent. Thin 
paper, china, and ground glass are translucent A body which 
does not allow light to pass through it at all is said to be 
Opaque. 

In general, when light falls upon any body, three things 

(li a portion of the light is refleaed. 
(2) a portion is transmitted. 
{3) the rest is absorbed. 

The surfaces of quicksilver and polished metals may be 
taken as typical instances of good reflectors. Air, water, and 
glass are good examples of transparent media ; they transmit 
light with very little loss by absorption. Dull-black surfaces, 
such as those of velvet and lamp-black, are typical examples of 
good absorbers. 

3. Qood A.b«OTl>«n are Gktod EMUatora. — The following fxperi- 
menls show that the relation which we found to exist between absorbing 
and radiating powers for heat (p. 103) also holds good for light. 

EXFT. I. — Heat 10 redness in a cradhle furnace a piece of earthen- 
ware having a strongly -marked pattern. The simplest plan is lo choose a 
plale having a well-marlced black or dark-blue pattern on a white ground, 
and 10 br^ this up into pieces which can be put into the cnicihle. The 
experiment must be performed in a darkened room. 

With the aid of crucible tongs withdraw one of the pieces quickly and 
examine it before il cools. It exhibits a reversed pattern. Thus if the 
pattern of the (cold) plate seen in daylight be as in Fig. i (dark on a 
white ground), the pattern of the red-hot plutewill be as in Fig. 3 (bright 
on a dark ground). The dark part — the good absorber — is also the good 
radiator. 

Vary the experiment by making a chalk mark on an old poker ; beat 
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ExPT. 9. — Mark a broad cross vfilh ink on a piece of plalinum - foil, 
and beat Ihe foil in Ihe flame of a Bunsen humer in a darkened room, 
[Tbe ink used should not be aniline ink but common black ink made witb 



copperas, which leaves a deposit of oxide of iron on the foil.) The face 
of ihe foil exhibits a bright cross on a dark ground. This shows that the 
iioo oxide emits more light than the polished plalinum. 

[.Vofc.— In the experiments to be described in this and the following 
chapiere we shall sometimes use the sun as our source of light, the sun- 
lighl being admitted through a hole in the window-shutlet of a darkened 
room ; at other limes the flame of a candle, lamp, or gas-burner, in which 
the light is produced by the burning of combustible bodies. In performing 
many experiments in light an optical lantern is indispensable, especially 
when a powerful light is required for showing an experiment to a number 
of persons. As a ' radiant ' or source of light for lantern work an Argand 
E^-bumer or a specially-constructed form of oil-lamp may be used ; but 
ilie lime-light is at once more powerful and more convenient, A full 
description of the lantern and the methods of working with it would be 
out of place here : junior students are not likely to use it excepting under 
the direction of a teacher. The details of lantern manipulation are fully 
described in Mr. Lewis Wright's Light.'\ 

4. Reotllinear Propaeation of Light.— Examine a 
beam of light as it passes throug^h a darkeneiJ room when the 
sun is allowed to shine through a small round hole in the 
window-shutter. You can track its path as it passes through 
the room : il forms a divergent or conical beam. Strictly 
speaking, it is not the beam of light that you see. Light itself 
is not visible, and if there were nothing present to reflect the 
light to your eye you would not see the beam at all. But the 
air always contiuns fine particles of dust floating about in it. 



These reflect the light to your eye and so enable you to follow 
the path of the beam. 

Hold a sheet of paper in the path of the beam and at right 
angles to it : you see a bright round patch of light on the 
paper. This is an image of the sun. Its size increases as you 
move the paper ferlher away from the hole. 

Everywhere the path of the light is straight : it does not 
bend' round anywhere. Suppose straight lines to be drawn 
firom the hole to all points on the circle of light which is thrown 
on the paper ; the light travels along these lines. We may thus 
imagine the beam of light to consist of a pencil of rays, each 
ray being a straight line along which the light travels. 

If you wish to test the matter fiirther, you may take three 
cards and make a pin-hole in each. Pin the cards on wooden 
blocks; so that the holes are all at the same height and in a 
straight hne. Place a candle in front of the first hole and 
look through the third. As long as the holes are in a straight 
line you can see the light shining through ; but the light dis- 
appears as soon as any one of the cards is moved aside. 

We shall find later on that a beam of light is bent when it 
passes from one medium to another {e.g: from air to water or 
glass), but so long as we keep to the same homogeneous 
medium we may say that iigAi iraveis in straight lines. 

6. ImEiees produced by Small Apertures. — The 
round patch of light referred to in the last article is an inverted 
image of the sun. If 
there are brightly 
illuminated objects 
i^.g. houses in full 
r sun -light) outside 
the dark room, in- 
verted images of 
them may be pro- 
duced in the same 
way by allowing 
the light from them 
a small hole and on to 
Fig. 3 shows how these 
IJght is emitted in all 



to pass into the room through 
a white screen placed behind. 
'nverted images are produced. 
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directions from every point of the bright object O. Of this, 
only a small pencil passes through the aperture A. This 
pencil produces upon the screen a small patch of light which 
is the image of the corresponding point of the object. Thus 
in the figure pencils of light pass in the directioD of the dotted 
lines from the head and tail of the arrow and produce images 
at points on the screen. From points intermediate between 
the head and tail of O pencils of light proceed which produce 
images at corresponding intermediate points on the screen. 
Thus a complete image I is formed. It is also clear that 
whereas O is an arrow with its head down, 1 is an arrow with 
its head up. The image is an inverted one. Its size is 
directly proportional to the distance of the screen from the 
aperture. In the figure it is about the same size as . the 
object. If the screen is brought nearer to the aperture 
the image becomes smaller ; and if the screen is moved farther 
off it becomes larger. The images thus produced exhibit the 
natural colours of the objects, but are very faint, because the 
amount of light that can pass through a small hole is itself 
smalL By making the hole larger a brighter image can be 
obtained, but it becomes blurred and indistinct at the same 

EXPT. 3. — Remove (he condensing lenses of a lanlem and cover the 
front with a tin-foil cap. Make a pin-bole in this and place a paper screen 
in AonL A (aim imiige of the gas-tlame (or other radiant in the lanlem) 
is formed on the screen. Make oiher pin-holes near the first ; each one 

Tbe same effect is produced by making one lar^e hole. 

Ekpt. 4. — Make two lubes (A and B, Fig. 4) by wrapping pasted 
paper round a wooden cylinder. 

Blacken the insides wiih lamp- 

black varnish (p. 99) or line wilh , 

black paper. One tube should 

slide within the olhcr. Cover the 

end of tbe tube A with tin-foil Fig. ,. 

and make a pin-hole in llie 

middle of the foil. Cover the end of the other with tissue ■ paper. 

You have now a ' pin-hole camera. ' which you can point towards a flame 

or bright object. Tbe image can be seen by looking at the tissue-paper 

{a). It becomes larger and fainter as the lube B is drawn out. 



3 mm. diameler) in a large sheel of lin-plate or catd-board and clamp this 
in a vertical pisilion. On one side of il place a while screen and on ibe 
other side three candles arranged thos — .-. Il is then easily seen thai 
the images occupy this relative position ■.■ and that tbe distance between 
increases as the screen is moved away from the hole. 

O. ElhadowB and Eolipaes. — The formation of shadows 
is a direct consequeiice of the propagation of light in straight 

When the source of light is a. single bright point (S, Fig. j) 
the form of the shadow thrown by any opaque object K is 



Fig. 5.— Shaimw Coke. 

easily seen. For the cone of light which proceeds from S to 
K is stopped by the latter, and the portion of this diverging 
cone which lies on the farther side of K is all in shadow. 
Sharp, well-delined shadows of this kind are thrown by electric 
lights (arc lights). 

But when the source of light is of considerable si?e there is 



produced, in addition to this total shadow or umbra, a half 
shadow or partial shadow called the penumbra. Suppose 



A {Fig. 6) to represent the globe of a lamp and B an opaque 
obstacle, such as a ball or orange. Then it will be seen from 
the figure that the black cone is completely in shadow and 
receives no light from any part of A ; this may be called the 
umbral cone. The shaded cone which diverges from a point 
between A and B is only partly in shadow, and raaj' be called 
x\it penumbral cone. Every point in it receives light from some 
portion of the illuminating surface A. When a screen is placed 
behind B the shadow thrown upon it consists of a central 
umbra surrounded by a penumbra. 1 he size of the latter 
increases as the screen is moved farther away 
from B J when the screen is in the position 
mn the shadow appears somewhat as shown 
in Fig. 7. The penumbra, however, is not 
of uniform depth all over. Its edge is not 
sharply defined ; it gradually deepens from 
the outside inwards until it me:^es into the 
complete shadow of the umbra. *' '" 

Fig. 6 also illustrates the way in which eclipses of the sun 
are produced when the moon comes between it and our earth. 
Suppose A to represent the sun, B the moon, and the screen 
mn a portion of the earth's surface. Within the umbral 
cone no part of the sun is visible ; therefore to an observer 
stationed on any part of the earth within the umbra the sun will 
appear totally eclipsed. Within the penumbra a part of the sun 
is visible and the rest invisible, so that an observer stationed 
anywhere within the penumbra will see the sun partially 
eclipsed. 

ExpT. 6.— The student should examine for himself ihe different 
kinds of shadows above described. For sharp shadows produced by 
luminous points use a lantern : remove the condensers and fit on a cap 
in which a small round hole has been pierced. Or, since the breadlh of 
ihe penumbra increases wiih ihe distance from the objeci, any fairly small 
source of light (candle) will cast a sharp shadow on a screen placed near 
it. Farther off the shadow shows a penumlira. 

Hold a pencil upright belween a flat fish-lail burner and a wall. 
Eiamine the shadow. When the flame is 'edge on' Ihe shadow is sharp 
and well-defined. When the fiame is 'broadside on' the shadow is ill- 
defined (penumbra}. In ihe first case the source of light is narrow, in 
[he second case broad. 

Examine the shadow of an orange or ball thrown on a paper screen by 
a lamp with a round ground-glass globe. Prick holes through the paper 



The penumbral cone is Edways divetgenl, as in the above figure. The 
mnbral cone is also divergent when Ihe object is larger than tha source of 
light It is convergent in Fig. 6 because B is smaller than A. When the 
source and the object are of the same size the umbral cone becomes a 
cylinder and the umbra is of the same size throughout. 



Examples on Chapter I 

I. Eiplain exactly how a small bole is able to produce an image of an 
object on a screen. What will be theeffect of enlarging the hole? 

a. If an image produced by a. pin-bole camera is half the size of the 
object, what are their relative distances from the hole? Why does the 
image become fainter as it becomes larger ? 

3. By means of a small hole in Ihe window-shutter of a darkened room 
an image of a house 30 ft. away is thrown on a screen 6 in. from the hole. 
The image is 9 in. high : how high is the house ? 

4. ff you bold a hair in sunlight close to a sheel of paper you can see 
the shadow of the hair on the paper ; but if you bold tbe hair a couple ol 
inches avray from the paper you can scarcely see any trace of a shadow. 
How do you ejiplain this? 

5. When has an umbra a limited length? Under what conditions is 
the transverse section of the umbra cast by a body larger than the body 
itself? 

6. A circular uniform source of light, a inches in diameter, is placed at 
a distance of 10 feet from a sphere a inches in diameter. Calculate, 
approximately, the diameletB of the umbra and penumbra cast on a screen 
5 feel beyond the sphere, 

7. A penny held broadside to a candle is gradually mo^cd further from 
the candle and nearer lo the wall of a room. What changes will take 
place in the shadow cast by the penny on the wall? Give reasons for your 

8. Half-way between a fial gas flame and a wall, and parallel to Ihe 
wall, is placed a piece of cardboard, which has a square hole cut out in it, the 
breadth of the hole being half the greatest breadth of the flame. Describe 
and illustrate by a diagram how the illumination of the wall through the 
hole differs according as the greatest breadth of the flame is parallel or 
perpendicular to the wall. 
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CHAPTER II 
PHOTOMETRY 

7. muminatinff Power and IntenBlty of niumlna- 
tion. — It is evident that different sources of light give out 
different amounts of light An ordinary gas-jet, for example, 
gives out ten or fifteen times as much light as a candle. This 
is expressed by saying that its illuniina.tmjr power is ten or 
fifteen times as great as that of the candle. In this country 
the standard of illuminating power is the amount of light given 
oat by a candle of a certain weight burning at a certain rate.' 
When we speak of a gas-flame as being of ten candle-power 
(lo C.P.) we mean that it gives out as much light as ten 
standard candles. 

If such a flame were placed at a distance of a foot from 
a screen, it would throw upon the screen ten times as much 
light as a standard candle would when placed at the same 
distance. If the gas-flame were moved farther away, it would 
illuminate the screen less brightly. At a distance of four feet, 
for example, it would throw less light upon the screen than a 
candle would at a distance of one foot. We must, therefore, 
distinguish carefully between the illuminating power of a 
source of light and tlie intensity of illumination which it 
produces. 

The intensity of illumination produced by a given 
source of light on a given surface is the quantity of light 
received per unit of that surface. This clearly depends upon 

(i) Upon the illuminating power of the source, h^ng 

' ' Sperm cBsdlu otsalo the pound, each bumiiiff iKt gnjni per hour/ "" 



directly proportional to this ; hence the i 

tion produced by different sources at the same distance are 

proportional to their illuminating powers. 

(2) Upon the distance of the suriace from the source of ligrht 
8. Law of Inverse Squarea. — It is evident that the 

intensity of illumination diminishes when the distance increases. 

But it would not be correct to say that the intensity decreases 

as the distance increases {i.e. in the same proportion). For 

example, when the distance is doubled the intensity is reduced, 

not to one-half, but to one-fourth. This may be shown both 

by experiment and calculation. 

ExPT. 7. — Make a small square frame of wire and fix it, as 

at in Fig. 8, half-way between a candle and the wall of a 



Fig. a 



>F Ihvevsb Squares, 



darkened room. It throws a square shadow upon the wall. 
Cut a piece of paper to the size of this shadow (S) and fold it 
across and across as shown by the lines. The folded sheet 
just 6ts the frame O, S is divided into four squares each 
equal to O ; its area is four times that of 0. 

If O were an opaque obstacle, it would block out all the 
light from the space S. The same amount of light which fells 
upon O is at tviia the distance spread out over S, which has 
/our times the area. Clearly then the intensity of illumination 
t of light per unit surface) at S is only one-fourth of • 



that 



t O. 






Again, if O were placed at one-third of the disi 
the candle to the wall, the area of S would be nine 
of O (S being three times as large each way). In this case S 
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Bould be three times as far off from L as O is, and the intensity 
of its illumination would be one-ninth of that at O. 

Similarly, if O were placed at one-quarter the distance from 
L to S, the illumination at S would be one-sixteenth of that 
aiO. 

All this depends upon the fact that light travels in straight 
lines ; from which it follows that the areas of perpendiculal 
sections of the beam at different distances are proportional to 
ihe squares of these distances. 

Now observe that - = —3; - = -5; -1 = -^ 

We may therefore express the result according to the follow- 
ing law of inverse squares : — 

The intensity of the illumination produced by a source of 
light is inversely proportional to the square of the distance from 
Ihe source. 

ft The Shadow Photometer (Rumford's). — Photo- 
metry deals with the comparison and measurement of the 
illuminating powers of different sources of light. One of the 
simplest methods of doing this is by means of the shadow photo- 
meter introduced by Count Rumford. In the following experi- 
ment we shall describe how to use the shadow photometer for 
comparing the illuminating powers of a lamp and a candle. 
If the candle used be a standard candle (p. 1 23), our experiment 
will enable us to measure the 'candle-power' of the lamp. 

ExpT. 8.— Place a vertical rod (a ruler, or the rod of a 
retort*stand) in front of a white screen. Begin by putting the 
candle and lamp side by side, about a foot in front of the rod 
Two shadows of the rod are thrown on the screen, one by the 
candle and one by the lamp, and it is evident that the latter 
is much the darker of the two. What docs this mean ? Re- 
member that you have now two sources of light illuminating 
the screen. The part of the screen on which the candle- 
shadow falls receives no light from the candle, but it does 
receive light from the lamp. Similarly, the part of the screen 
on which the lamp-shadow falls receives no light from the 
lamp, but it does receive light from the candle. Since the 
former shadow is not so dark as the latter, and both sources 



of light are at the same distance, we conclude that the lamp 
gives out more light than the candle. 

Now move the lamp farther away, until the shadows appear 
of the same depth. The lamp should be placed in such a 
position that the two shadows are formed side by side, as in 
Fig. 9, so that you can easily compare their intensities. 

Measure off with a foot-rule or metre-scale the distances 
from the screen to the candle and from the screen to the lamp. 
We shall suppose these to be i ft and z ft respectively 



Fig. 9.— Shadow pHOTOMETra. 
when the shadows are of equal depth. Then it follows that 
the illuminating power of the lamp is to that of the candle as 
(2)= is to I, or as 4 is to i. 

For if we denote by P the illuminating power of the lamp, 
then, as explained in the preceding article, the intensity of the 
illumination which it produces at a distance of 2 ft. is pro- 
portional to -^ or -. In the same way the intensity of the 
illumination produced by the candle (whose illuminating power 
is i) at a distance of i ft. is A or i. Since these are 
equal (the shadows being equally illuminated) we have 



Hence the lamp is of four candle-power. 

Or you may look at it in this way. In their present positions 
the candle and lamp illuminate the screen with equal intensity. 
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If you were to move the lamp to where the candle is, you 
would be diminishing its distance from the screen from 2 ft. 
to I ft. This would increase the intensity of the illumination 
on the screen due to it in the proportion of i* to 2*, or i to 4. 
Thus the intensity of the illumination due to the lamp is four 
times as great as that due to a candle at the same distance ; 
in other words, the lamp gives out as much light as four 
candles. 

In connection with shadow photometers remember these 
two points — 

(i) Although you make the comparison by judging of the 
comparative depths of two shadows, you are really comparing 
the intensities of illumination on two adjacent portions of the 
screen and adjusting these to equality. 

(2) The illuminating powers of the two sources of light are 
directly proportional to the squares of their distances frum the 
screen. If the distances had been 1 ft. and 3 ft. (instead of 
I ft. and 2 ft.), the illuminating powers would have been as 
I to 9, and so on. This also holds good for the photometer 
described in the next article. [Compare this statement care- 
fiilly with Art 8.] 

10. The Bunsen Photometer. — If you make a grease- 
spot on a sheet of paper and hold it up between you and the 
light, the spot appears brighter than the rest of the paper. 
Greasing the paper makes it more transparent and so more 
light gets through the part that has been greased. But if you 
stand with your back to the light and hold the sheet so that 
the light fells on it, the grease-spot appears darker than the 
rest of the sheet. The reason is obvious. The light that now 
reaches your eye from the sheet is reflected light. But, since 
the grease-spot lets through more light than the rest of the 
paper does, it cannot reflect as much light to your eye, hence 
it appears darker by contrast. A form of photometer depending 
upon these principles was introduced by Bunsen. It is simple 
in construction, and is in everyday use for the purpose of 
testing the illuminating power of coal-gas, etc 

EXPT. 9. — To make and use a Bunsen pkoiometer. — Drop 
some melted wax from a paraffin candle on a piece of stoutish 
white paper (unglazed). Remove the excess with a knife wher 



it has solidified. Press a hot flat-iron or spatula on the paper, 

so as to melt the wax well into it. The spot should be about 

the siie of a halfpenny. Mount the paper 

disc as flat as possible in a suitable frame 

(Fig. lo). 

■ ■ Draw a long straight chalk'line (or 

stretch a strip of paper) on a table, and 

on this mark a scale of centimetres or 

inches. At one end of the scale place the 

candle, and at the other end the lamp 

which is to be compared with it, blocking 

the one or the other up until the flames 

Fig. lo.— BuHSEN Disc ^"^ ^' ''^^ same height. Between them 

place the disc with the grease-spot at the 

same height as the two flames. Looked at from the side facing 

the lamp, the grease-spot appears darker than the rest of the 

disc Looked at from the side facing the candle, it appears 

brighter ; this is the appearance which it always presents 

when the back of the disc is more brightly illuminated than 

the front. 

Now move the candle up towards the disc : at a certain 
point the bright spot in the centre disappears, or very nearly 
so. It reappears as a dark spot if you overshoot the mark. 
Adjust the position of the candle so that the spot is as nearly 
Ss possible invisible on both sides of the disc. When this is 
the case the disc is equally illuminated on both sides. The 
grease-spot appears neither darker nor brighter than the rest 
of the disc, because the amount of light that is lost by passing 
through it is exactly made up for by the transmission of an 
equal amount of light from the opposite side. 

Measure off the distances from the disc to the candle and 
the lamp. Their illuminating powers are directly proportional lo 
the squares of these distances {see Art, 9). Suppose the distances 
to be II in. and 55 in. These are as I to 5. Their squares 
are as i to 25, The lamp is, therefore, of 25 candle-power. 

EXPT, 10. — To verify the law of inverse squares. — Place 
four candles in a row across the line draivn on the table, facing 
the Bunsen disc, and 2 or 3 ft. from it. On the other side of 
the disc place a single candle from the same batch. Adjust 
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the position of the single candle or the disc until the latter is 
equal])' illuminated on both sides {i.e, until the grease-spot 
disappears). When this is the case it will be found that the 
row of four candles is twice as far from the disc as the single 
candle is. What conclusion do you draw from this ? 

IL Kote on Optical Benchw, etc.— In working wiih the Bunsen 
photometer, as well as in many other optical experiments (i.g. in finding 
Tocal lengths of mirrors and lenses), it is convenient to have the various 
pieces of apparatus (candles, screens, etc. J mounted on suitable holders 
which slide on a graduated bar. Such 
an arrangement is called an optical 
ImucIl a short portion of a simple 
form of wooden tiench is shown in 
Kig. II, together with one of the sliding 
pieces. Each of these is furnished with 
an upright socket consisting of a piece 
uf brass tube about 5 in, high and ^ 

etc,, are mounted in wood or cork 

mounts, attached to iron rods which p- ^^ 

lided with screws, the rods can be clamped at any convenient height. 
The bench should be about 6 ft. long, and a strip of stout while 
paper should be carefully pasted along the side of it. When this has 
dried thoroughly mark a graduated scale on it, the graduations coming 
right up to the edges of the slides, A centimetre scale is much more con- 
venient than one in feel and inches. On the edge of each slide make a 
vertical tnark, corresponding 10 (he centre of its socket. 

The measurements required may also be made by using a beani-com- 
pas!(Fig. 12), or even by holding a graduated scale alongside ihe apparatus. 
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But ii is a great convenience to have & 
when pieces of apparatus have to be 
always kept in the same straight line. 


moved backwrn'l 
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and a lamp of nine candle.power is placed at a distan 


X of la ft, on the 
of the screen. 



The iDttnsUj of (be iUuminaticm on the side facing ll 
tbal on the side facing the lamp as '„ to -^ 



3- J' 
lame t 
le placed between them so as to make the grease-spot disappear ? 

Let * denote the distance of (he disc from the candle ; its distance 
from the gas-Same will then be 6 - f . The grease-spot disappears 
when the disc receives equal illumination from the candle and ihe 
lamp. When this is the case we musl have 



-^^(6- 



The disc must therefore be placed a fi. from the candle and 4 fi. 

4. What do you mean by the intensity of the illuminalioQ at a point, 
and how would you show, experimentally, that it Is inversely proporlionaL 
lo the square of the distance of the point from (he source ? 

5. In testing a night-light against a candle by means of a Rumford 
photometer it is found that the shadows are of equal depth when the 
nighl-hght is 2 ft, from the screen and the candle 3 ft. Compare their 
illuminating powers. 

6. Two equal sources of light are placed on opposite Bides of a disc, 
one being ao em. from it and the other 30 cm. Compare Ihe intensily of 
illumination on Ihe two sides of Ihe disc. 

7. In measuring the illuminating power of a gas-flame by a Bunsen 
photometer, the distance from (he gas-flame to the grease-spot was 96 ctn., 
and from this to the standard candle 30 cm. What was (be candle-power 
of the gas-flame ? 

6. A Carcel lamp of nine candle-power is placed at a distance of 4 ft. 
from a standard candle; find, as in Examples, the position in which a 
screen musl be placed between them so as to receive equal amounts of 
light from each. 
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CHAPTER III 

VELOCITY OF LIGHT 

12. When a. gun at some distance from you is fired, you see 
the flash before you hear the report. The sound takes an 
appreciable time to travel from the gun to you. But how about 
[he light 7 Is the flash seen at the very same instant when it 
is produced ? or does the light travel with a definite velocity ? 
If it does, by what method can this velocity be measured ? 

Suppose a gun to be fired at regular intervals, say every 
hour. An observer near at hand and provided with a delicate 
chronometer observes the times at which the flashes are seen. 
Now suppose the observer to move a very great distance off. 
// the distance were great enough, he would not now see the 
flashes exactly at the actual times of firing (i>. at the hour), but 
a short time afterwards ; and by carefully measuring this 
time, knowing his distance from the gun, he would be able to 
calculate the speed with which light travels. As a. matter of 
fact, this speed is so great that it would be exceedingly diflicult to 
delect any retardation within a.ny practicable distance on our 
earth. Astronomers have to deal with immensely greater 
distances, and so it is not surprising to find that the first 
observations on the velocity of light were made by astronomical 
niethods. 

13. B6iner'B Uethod. — The first estimate of the velocity 
of light was made about the year 1675 by a Danish astronomer 
named Rtimer. It happens that one of Jupiter's satellites (or 
moons) passes into the shadow of the planet at regular 
intervals (48^ hours), and is thus eclipsed. While the earth 
is in the neighbourhood of E, Fig, 13 {i.e. nearest to Jupiter), 



I from Jupiter does not change rapidly, and the 
e eclipses of the satellites are seen to occur at regular 
and equal intervals. The same holds good when the earth is 



in the neighbourhood of E' (farthest frojn Jupiter). ! 
between these two positions, as the earth moves from E to E', 
its distance from the planet conlinually increases, and 
Romer observed that during this time the intervals between 
successive eclipses were always longer than the time mentioned. 
An eclipse seen at E' is i6 minutes 26 seconds later than if ii 
had been observed at E. The difference is due to the time taken 
by the light in travelling from E to E', i.e. across the diameter 
of earth's orbit This is a distance of about 184,000,000 
miles, and since light traverses it in 986 seconds we 
conclude that its velocity is --'-~^J~ -, or about 186,600 miles 
per second. Some idea of this may be obtained by con- 
sidering how long light would take lo travel round our earth. 
The circumference of the earth is less than 25,000 miles. 
Light would therefore travel round it seven and 'a half times in 
a second. 1 

14. Fizoau'B Method— It might appear impossible to I 
measure such an enormous velocity as this otherwise than by 
astronomical observations. The skill of modern experimenters 
has, however, proved equal to the task. The first experimental 
method was devised by Fizeau, and depends upon the follow- 
ing principle. 

If a toothed wheel be made to revolve very rapidly about 
its axis, the time taken by a single tooth or a single space in 
passing a given point is extremely sm II. For example it is 
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easy to make it as small as the ten thousandth pun of a second ; 
during which time light would only travel about 1 8^ miles. Now 
suppose that a beam of light passes between the two teeth of the 
mirror, parallel to its axis, and falls upon a distant mirror which 
reflects the beam back along its own path. When the light gets 
back again to the wheel it may be able to pass through a space, 
cr it may be blocked by one of the teeth ; and which of these two 
things happens will simply depend upon the distance of the 
mirror and the speed of rotation of the wheel. 

Fizeau chose two stations 8633 metres apart. At one o{ 
ihese was placed the toothed wheel icw (Fig. 1 4), and a bright 
source of light ; at the other the mirror «', which reflected the 
light back to the first station. The source of light was not 



placed directly behind the wheel but to one side, at L, and the 
light from it was reflected to the distant mirror «' by means of 
a transparent mirror in (of unsiivered glass) inchned at an 
angle of 45°. Thus an observer looking through m towards 
the distant station would see a bright star or point of light — the 
image of L produced by reflection in ni'. 

Now it was found that when the wheel was made to rotate 
at a certain speed this bright star was eclipsed ; and the 
■ipeed of rotation at which this h^ippened was such that the 
wheel only took — '- of a second to move through the 
breadth of a tooth or space. During this short time the light 
had travelled through one of the spaces at/ to the distant mirror 
w' and back again, c* through a distance of 2x86yii^'6i 



1 7,z66 metres ; and on its return its path was blocked by the 
next tooth. From (his we conclude that in one second light 
would travel a distance of 17,266 x 1 3, 1 44 » 31 3,274,304 
metres. When the wheel was made to rotate twice as rapidly 
the star reappeared, the light now passing through a space at 
/ on its way to m', and through the itexl space on its retum 
journey. 

Later experiments have shown that Fiieau's result was too 
high, and that the velocity of light is probably about 300 
million metres per second, or 186,400 miles per second. 
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CHAPTER IV 

REFLECTION OF LrOHT— PLANE MIRRORS 

16. Regular ttnd Irreifular Reflection. — Light may be 
reflected from the surfaces of bodies either regularly or ir- 
regularly. Light is regularly reflected from smooth and regular 
surfaces, such as those of glass and polished raetals ; also from 
the surfaces of still water and mercury. Irregular reflection is 
more common. Even surfaces which appear smooth (e.g. 
paper, cardboard, etc.) aye really full of small irregularities : 
consequently they difluse the light that falls upon them, re- 
flecting it irregularly in all directions, 

ExPT. II. — Take into a darkened room an ordinary mirror 
(looking-^lass), a sheet of tin-plate, and sheets of white and 
black paper or cardboard. Admit a small beam of sunlight 
into the room (or use a beam from the lantern). Hold the 
mirror in the beam : it reflects the beam in a definite 
direction and throws on the wall a distinct patch of light, 
which moves about as you move the mirror. Try the tin- 
plate. The patch of Hght which it throws is not so bright or 
distinct : It is not such a good reflector. The white paper 
does not give any distinct patch of light ; still it does in some 
way act as a reflector. This you can show by placing a white 
screen near the beam (but not in it) and holding the paper so 
as to throw the light on the screen. The screen becomes 
more or less uniformly lit up with diffused light. 

Now get some one to hold the mirror again in the beam, 
while you stand in a far part of the room and look at it. If it 
is held so as to reflect the beam directly towards you, you see 
a glare of light ; otherwise you can scarcely see the mirror at all 



(especially if the room is well darkened). The white paper, on 
the other hand, can be seen almost equally well from any part 
of the room ; it reflects the light in all directions, so that some 
always reaches your eye. The black paper again is almost 
invisible. This is because it absorbs all the light that falls on 
it, so that none is reflected to your eye, whereas in the case of 
the mirror it was because all the light was reflected in another 
direction. 

16. Befleotion fhsm Plane Mirrora. — When we speak 
of light as being reflected regularly, we mean that it is 
reflected according to some rule. We have now to find what 
this rule or law is. 

ExPT. 1 2. — Cove.- the front of the lantern with a blackened 
cap in which has been cut a horizontal slit. Allow a beam of 
light ' from this to fall upon a mirror facing the lantern and 



fitted up as shown ii 
about a horizontal ax 
dicular to it, there i 
graduated arc fixed t< 
which the pointer mc 



unlly >elL 



The I 



Fig. 15. The mirror can be rotated 
Attached 10 the mirror, and perpen- 

a light pointer which moves over a 
a horizontal arm. The angle through 
es (reckoned from the zero at the end 
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of the borizonial arm) indicates the angle through which the 
mirror is moved out of the vertical. The height of the lantern 
should be adjusted so that the horizontal beam falls on the 
axis of rotation of the mirror. The path of the beam can be 
shown up more clearly by burning touch-paper ' underneath 

(An. 4). 

Place the mirror vertically i the pointer stands at the 0° 
mark. The beam of light falls perpendicularly on the mirror 
and is reflected back along its own path. 

Tilt the mirror up so that the pointer stands at (say) 20° ; 
ihe reflected beam makes an equal angle with it on the other 
side (i.t. stands at 40°). Try other angles. Observe that 
whenever the mirror is rotated through any angle, the reflected 
beain moves through double the angle; and the pointer alivays 
bisects the angle between the incident and reflected beams. 

17. Deflnitiona — LawB of Befleotion. — Suppose a ray 
of light IN (Fig. 16) falling on a plane reflecting surface at 
N to be reflected along NR. The 
line NP, drawn perpendicular to the 
surface at the point of incidence N, is ' 
called the normal to the surface. The 
angle INP, between the incident ray 
IN and the normal, is called the angle p. ^^ 

of incidence. The angle PNR, be- 
tween the reflected ray and the normal, is called the angle 
of reflection. 

Having defined these terms, we may now state the laws of 
reflection as follows : — 

I. The reflected ray lies in the plane containing the in- 
cident ray and the normal, and on the opposite side of the 
tufrmal. 

II. The angles of incuience and reflection are equal. 

When a ray of light is incident normally on a mirror, the 
angles of incidence and of reflection are both zero, and the ray 
is reflected back along iis own path. 

In general, if you wish to find the path of the reflected ray, 
draw the normal at the point of incidence : on the other side 

1 Touch-paper \% madf by malting brawn paper in a solution ofsallpelre And th«n 
•Uomni h 10 diy. >-.:l>.' 



of the normal draw a line making with it an angle equal to 
the angle of incidence. This is the direction of the reflected 
ray. 



Fig. 17 illustrates the nature of what 
Art. I S as irregular reflection. Every ray ii 
which falls upon the unpolished surface 
according to the usual law : but, as the v 



'as referred to in 
the parallel beam 
s really reflected 
tlie various parts of the 
surface are inclined at 
different angles to the 
incident rays, the light 
is reflected in all direc- 
tions, or scattered. 

18. Experimental 
Verification. — The 

apparatus illustrated in 
Fig. 1 8 is easily made, 

NC OF Light *^* Student can verily 

with considerable ac- 

between the angles of incidence and 



circle of about I ft. radius out of 
' piece of stiff cardboard, and paste white 




paper on it. When dry, mark oflf a semicircle on it, and 
divide it into degrees as in the figure. The movable arms 
MP and MT are strips of thin cardboard in which are cut 
V-shaped slits, the points of the V's lying just over the marks 
on the graduated circle. On one of the arms is mounted a tube 
T made of black paper (or a glass tube blackened on the 
inside), and a thread is stretched vertically across this tube. 
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very useful applicf 



The other arm carries a pin P. M is a mirror (z in. by i in.) 
lasiened by sealing-wa.?c to a stout pin which is driven in, 
through the ends of the two arms, at the centre of the semi- 
circle. The mirror must be adjusted so that it is vertical and 
faces the o° mark. 

Place the arm P so that the end of the slit in it lies exactly 
over one of the degree marks. Move the arm T until the 
image of the pin in the mirror can be seen through the tube 
just behind the thread. Read oS the angles. 

of Small DefleotioOB. — We may here refer lo a 
on of the law of refleclion in measuring stnal] angles. 
_ d measuring small defleclions of a suspended magDet. 
The method consisW in aliasing a small mirror lo the magnel, and 
allowing a beam of light to fall normally upon this. If now the magnel 
moves through any angle, the mirror moves with il, and Ike nflected beam 
mavei ihrougfi douAie i/u angle. 

This we have already proved in Expl. I3. It also follows from the 
law of reSeclion. For let si (Fig. 19) be the position of the magnet at 
rest and ai a. ray of light lulling nor- 
loally upon the mirror attached lo il al t' 

n ; in this position the ray of light is 
reflected hack along its own path. If 
now the magnel moves through an angle 

Ihe mirror moves through the saniu 
angle into the position ap. The angle 
of incidence is aap — V, and hence the 
angle of reflection niu5t=V ; thus Ihe 
reflected ray travels along ai, making 
an angle aV with its original diiectioo 
M. 

The reflected ray thus forms a long 
weigtiiless poinler which rotates twice ^^ 

as fast as the mirror. Its position is .. < l_ ^ ix 

observed by allowing il to fall upon a |l 

graduated scale nn and watching the |l 

motion of ihc spot of light. By placing II 

the scale at a sufficient distance from JI 

the mirror, the motion of the lalier may Fig. 19. 

be magnified as much as we please. 

30. Imagrea In Plane Mirrors. — Let A (Fig. zo) be a 
luminous point and MM a plane rnirror. Rays of light pro- 
ceed from A in all directions ; some of these fall upon the 
mirror and are reflected by it. Let AB be any one of these 
rays. At B draw the normal BC ; also draw BD, making the 





angle DBC equal to the angle ABC. Then by the law o( 
reflection (Art. 17) BD is the reflected ray. To an observer 
whose eye is placed any- 
where along BD the light 
would appear to come from 
some point behind the 
mirror in the direction of 
DB produced. From A 
draw a perpendicular to the 
mirror and produce it to 
meet DB produced at A'. 

Now, since AA' and CB 
are parallel (both being per- 
pendicular to the mirror), 
the angles CBA and BAM 
are equal ; and so also are 
the angles CBD and BA'M. 
But the angles CBA and 
CBD are, by the law of reflection, equal ; therefore the 
angle BAM is equal to the angle BA'M. Thus in the 
triangles AMB and A'MB the base is common, the angles at 
A and A' are equal, and the angles at M are right angles. 
Hence the two triangles are equal, and the side A'M is equal 
to AM. 

A' is as far behind the mirror as A is in front of it. Hence 
A' is a fixed point. We have supposed AB to be any one of 
the rays falling on the mirror (and lying in the plane of the 
paper). Hence any other ray such as AB' will also afler 
reflection appear to come from the same point A' ; it will be 
reflected along B'D', and the line D'B' produced backwards 
will pass through A'. 

All rays diverging from A appear, after reflection in the 
mirror, to diverge from A'. A' is called the imase of A. 
An observer looking at the mirror sees the image by means oF 
a small pencil of these divergent rays. The position of the 
image does not depend upon the position of the observer's eye. 
It is not necessary that the mirror should extend right up to 
(or opposite) the object A ; thus in the figure the portion BB' 
of the mirror alone is required in order that the observer may 
see the image A'. 
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The reflected rays do not really proceed from A' but only 
appear to do so ; A' is therefore called an apparent or virtual 

We have thus shown that a pencil of divergent rays falling 
on a plane mirror remains divergent after reflection. It will 
be a useful exercise for you to draw a diagram showing that 
a pencil of convergent rays remains convergent after reflection, 
also that a beam of parallel rays remains parallel after re- 
flection. 

21. Summary and Definitions. — The image of apoint 
in a mirror is a corresponding point from which rays of light 
diverge {or appear to diverge) afier reflection fro/n the mirror. 

If the rays of light after reflection from the mirror really 
diverge from the point, it is called a real itnage; but if thty 
only appear to diverge from the point, it is called a virtual image. 

The position of the image of a point in a plane mirror is 
found by drawing a perpendicular from the point to the mirror 
and producing it until its length is doubled. 

22. We can now easily tind by geometrical construction 
the position and size of the image of an extended object pro* 
duced in a plane mirror. 

Let AB (Fig. a I) be the object and MM' the mirror. From 
A draw a perpendicular to the mirror and produce it until its 
length is doubled. The point A' thus found is the image of 
A. In the same way the image of B is formed at B', which is 
as far behind the mirror as B is in front of it. Similarly the 
images of points intermediate between A and B are formed at 
corresponding points between A' and B', Thus a complete 
image A'B' of AB is obtained 

From every point on the object rays of light proceed towards . 
the mirror and, after reflection, appear lo come from the 
corresponding point of the image. In Fig. 2 1 are shown tha 
paths of the pencils of light by which an observer sees the 
extreme points of the image. When the observer's eye is in 
the position shown, the only part of the mirror required for the 
formation of the image is that lying between C and D. 

The image is virtual and erect : it appears to be as far 
behind the mirror as the object is in front of it, and is of the 
same size and shape as the object- 



But the appearance of the image is not exactly the same as 
that of the object facing the mirror. It is affected by what is 
known as lateral inversion. You will best understand what 
(his is by placing a printed page in front of a looking-glass and 
trying to read the print in the image. The letters are ali erect, 




Fig. =t.-l«Ar 



but the words read from right to left. A letter p appears in 
the image as a letter q (Fig, 22). A page of type, as set up 
by a printer, can be read by holding it in front of a mirror. 

The effects of this lateral inversion can frequently be 
observed by looking at the face of a friend in a mirror. Our 
faces are never perfectly symmetrica!, and so we do not quite 
see ourselves as others see us. 

28. Multiple Imacree In bioUoed Ulrrora— Expt. 14. — Take 
two mirrors (aboui 4 inches square) and join two of iheir edges by pasting 
on a strip of cloth or ribbon, thus making a hinge about which the 
mirrors can be moved. Stand them vertically on a table with a lighted 
candle-end between. A number of images of the candle-flame are seen. 

Either of the mirrors used by itself would give only one imagt The 



of ll 



s,byw 



light is repeatedly reflected from one mirror to the other and finally to 
your eye. These multiple reflections give rise to multiple images. 

The number of images seen depends upon the angle Iwtweeii the 
mirrors. Adjust tbem so that this angle is 45° : the number of images is 
seven. Gradually increase the angle 10 60° ; the middle image disappears 
and the ones on each side of ll (i.;. the two nearest the hinge) coincide 
and form a dngle image. The number is now live. Increase the angle 
lC process is repeated and the Dumber of images is reduced 



o three. Observe that the ( 



s place when the angle between 
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right angles 
■ 1)- 

It wiU be a useful eiercise lor the student lo Irace the paths of the 
rajs by which Ihese images are seen. In doing so the following principles 
should be bome in mind. When rays of light from a luminous object are 
rellecLed by a plane mifror. they diverge from a corresponding point at an 
equal distance behind the mirror ; and this may be called the primary 
mage of the object, the rays forming it having been reflected oncl only. 
If Ihese rays fall upon a second mirror they will, after a second reflection, 
appear to diverge from a point as fai behind the second mirror as the 
primary image, is in front of it. In other vi'ords, a secondary ima^ of the 
[ibject is formed by successive reflections of rays at the, two mirrors. In 
finding the position of this secondary image, the primary image may be 
Iteated as a virtual object sending out rays of light. 

This process may be repeated any number of times as long as any one 
of the images lies in front of one of the mirrors {i.e. in front of (he plane 
in which the mirror lies). Thus a secondary image may after a third 
reflection give rise to a tertiary image, and so on. 

rig. 23 shows Ihe appearance presented when a candle is held Ijelween 
1*0 mirrors inclined at right angles. Two of the images seen are simply 



primaryimagesproducedby single reflections from thehoriionial and vertical 
mirrors respectively. The third is a secondary image, and the paths of the 
rayi by which it is seen are shown In Fig. 34. Rays proceeding froritlh' 
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objecl O and falling upon Ihe horiiontal miiror CM appear, after reflection, 
lo proceed from the primary image Ij. Some of these rays fall Upon Ihe 
vertical mirror CM'. I, lies in froni of this mirror, and may be regarded 
as a virtual objecl sending out rays of light which, after a second reflection 
(from CM'), appear to diverge from the point Ij, which is as far behind the 
vertical mirror as I, is in front of it Ij is a secondary image of O pro- 
duced by successive reflections from the h " 



Fig. 24. 

Ij may be regarded as consisting of tno coincidenl secondary images, 
Tor by a single reflection at (he vertical mirror a primary image is pro- 
duced at Ij'. This is in Ironl of (he honiontal mirror, and hence, as 
already described, a secondary image would be produced at a point as &r 
behind the horizontal mirror is I] is m front of it But i( is clear from 
Ihe figure ihai this secondary image would coincide in position with I:^ 

24. Parallel Mirrors— Expt, 15,— Sland two mirrors verticaliy on I 
a table and lacing one another. Between them place a candle or other 
object. Look over the edge of one mirror into Ihe other. You see a 1 
large number of images, and if the mirrors are exactly parallei, these 
images lie all in a straight line. They are produced by repeated reflectionE 
of light from one mirror to Ihe other unlil the light reaches the eye. Good 
examples of these multiple images can oflen be seen in shops s 
restaurants where mirrors are fixed to opposite walls. 

The positions of these images and (he paths of the rays am be easily 
determined as in (he last article. Rays of light proceeding from an objecl 
O (Fig. 35) and falling on ihe mirror M appear, after reflection, (o proceed 
from Ihe primary image I[. If these rays fall upon Ihe mirror M', and 
are again reflecled, ihey appear to come from a point I„ which is as far 
behind M' as I, is in fronl of it. I, is a secondary image of 1,. In the 
same way, a single reflection from M' produces a primary image a( I,', 
and a second reflection from M gives a secondary Im^^ at Ij'. Tbr: 
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tertiary images 1, and Ij' are produced by Ihree successive refleclit 
(Iwo from one mirror and one from the other). All (he images lie on i 
suaight line through O perpendicular to Ihe mirrors. Each pair 
images gives rise to another pair, for every image is in front of one 
other of the mirrors. Thus in theory ihpre should be an infin 



number of images ; but in practice it is found thai the light is so much 
weakened by successive reflections that beyond a certaiti point the images 
are no longer visible. 

26. Images are produced not only by reflection from silvered glass but 
also by other reRecling surfaces, such as slill water and unsilvered glass. 
As you walk past diop witvdows you see 
images of yourself and of other objects 
by reflection from the window-glass. 
Since the glass is transparent, you can at 

shop-window. This is Iheprincipleupon 
ivhich "Pepper's Ghost" and other 
optical illusions depend, 

EXPT. i6,— Remove the front of a 
wooden box and place a beaker full of 

(Fig. a6). Diagonally across the box Rx 
a vertical sheet SS' of vrindow-glass. At 
one side place a Hghled candle C. Cut 
a hole in the front of the box and replace : 
it. An observer looking in through (his 
hole sees a candle apparently burning 
inside the beaker of water. 

ExPT. i7.^Hold the point of a Fig. 16. 

pencil against a sheet of thick plate- 
glass and look at it sideways. Several images are seen. The (n^t of these 
(the one which touches the pencil point) is produced by reflection 
from the front surface of Ihe glass. The second is produced by refiection 



from Ibe back surface. The others are produced by repealed reflections 
belwMa Ihe Tront and back surfaces. 

Repeat the eiperiment with a candle, holding the glass so that the 
light falls on it obliquely, as in Fig. xj. If a plate-Rlass mirror is us«d 



instead of a piece ofunsilvi 
rsflection from the back or 
In the ligure. 

Examples on Chapter IV 

I. When a horizontal beam of light falls on a vertical plane miTTor 
which revolves about a vertical axis in its plane, show Ihat the reflected 
beam revolves al twice the rate of the mirror. 

3. Distinguish between a real and virtual Image formed by optical 
means. A candle is placed in front of a piece of flat glass, and on lotdilng 
into the glass an image of the candle is seen : show how to determine the 
position of this image. Is it real or virtual ? 

3. Describe and ejiplain the difference of the effects observed when ilie 

smooth, or (aj covered with ripples. 

4. A source of Lght is seen by reflection in two vertical plane miirors 
placed against the two walls in a comer of a square room. Constnici a 
figure showing exactly the path of a beam which enters the eye of an 
observer alter two reflection!, one at each mirror. 
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;. A candle is placed at a given small distance in front of an ordinary 
looking-glass made of [hick plate-giass quick-silvered on the back, and a 
penon looking obliquely into ihe mirror sees several images of the candle : 
eiplain this, and show the exaci positions of the images by a diagram, 

6. A ray of light is reflecled successively from two mitiois inclined al 
riglil angles to each other (as in Fi^ 34). Prove that the ray after a 
sKond reflection is parallel to Its original direction. 

7. Prove that if an object in front of f, plane mirror moves through a 
distance d away from the mirror, Ihe image will move through the same 
dislancs ; whereas if the mirror moves parallel 10 itself through a distance 
d (the cdjjecl remaining fixed) the Image will move through a distance 



8, Draw a diagram explaining Ihe fc 
wben a candle is {daced in the angle bet 
inclined at right angles to «4ch other, ai 
which an observer can see each image. 



1;. Google 



CHAPTER V 

SPHERICAL MIRRORS 

26. Deflnltiona. — A spherical mirror is a portian of a 
Bpherical reflecting surface. The centre of curvature of the 
mirror is the centre of the sphere of which the mirror forms a 
part. The radius of the sphere is called the radius of curvature 
of the mirror. Spherical mirrors may be either concave ot 
convex. In concave mirrors the reflection takes place from 
the inner face (that which faces towards the centre of curva- 
ture). In convex mirrors the reflection takes place from the 
outer face (that which faces aiaay from the centre of curvature). 
Fig. 28 represents a section of a concave spherical mirror 
of which c is the centre of curvature. MM' is called the 
diameter or aperture of 
the mirror ; the apgle 
Mi:M', included be- 
n the lines Me and 
MV, is called the 
angular ^rtureoi lilt 
The cen tre of 
t he face of the mirror 
is a t d. This point 
is sometimes called 
simply the centre of 
rig, ^ the mirror. This, how- 

ever, might leave us 
in doubt as to whether c ot d was referred to. We shall, 
therefore, call the point d the vertex or pole o f the mirror. 
The distance cd is the radius 
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The principal axis of a mirror is the line passing through 
the vertex of the mirror and its centre of curvature. Any 
other line passing through the centre of curvature is called a 
secondary axis. Thus in Fig. 28 cd is the principal axis, and 
f M and cM.' are secondary axes. 

A line drawn from any point on the mirror to its centre of 
curvature is a radius of the sphere^and is normal to the surface 
of the mirror at that point. Hence any ray of light passing 
through the centre of curvature and falling on the mirror is 
incident normally and must be reflected back along its own 
path. In Fig. 28, if c were a luminous point sending out rays 
of light to the mirror, all these rays would be refleaed back 
along their own paths and would again converge to a focus ^ 
at c. 

In general, if you wish to find the direction in which a ray 
of light is reflected from a mirror (concave or convex), proceed 
as follows. Join the point of incidence to the centre of 
curvature of the mirror ; this gives you the direction of the 
normal at the point of incidence. The angle between the 
incident ray and the normal is the angle of incidence. From 
the point of incidence draw a line making with the normal 
(but on the opposite side) an angle equal to the angle of 
incidence. This is the path of the reflected ray. 

Concave Mirrors 
27. Prinoipal Foous. — Let us begin by considering 




Fig. 3^— COHCAVB MlKROR AND Focus. 

what happens when a beam of parallel rays fall upon a 

mirror, each ray in the incident beam being parallel to the 

principal axis (Fig. 29). We shall prove that all the reflected 

I A /ocm i« a point tovmrds wbich rays of tigbt converge, or from which Ibey 
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rays pass approxiiiia.teIy through a single point F on the 
principal axis, called the principal fOouB, and that this point 
is tnidway between the mirror and its centr 

Let ab (Fig. 30) be any ray incident upon the 
and parallel to its principal axis. C is the centre 1 
of the mirror, d its vertex, and Cd the principal axis. Join iQ. 
This is the normal at the p<iint of incidence, and the angle abC 
or i is the angle of incidence. From b draw *F, cutting the 
principal axis at F and making with the normal an a.ngle C4F 
or r equal to the angle of incidence : b¥ is the reflected ray. 

Now, since ba and £: are parallel and tC meets them, the 
angles i and x are equal. But i = r; therefore also X-*r., 
Thus the triangle ¥bC is isosceles, and FC = F-S. Now, if we 




r that dd is very small compared with the radius of 
;, Frf will be very nearly equal to Y6. Thus FC = Td 
approximately. F is a fixed point and is midway between Iht 
vertex of the mirror and its centre of curvature. I 

F is called the principal focus of the mirror, and the distance 
d¥ (itOYa the mirror to the principal focus) is called the ■ 
principal focal distance or focal lenffth of the mirror. 
Clearly the focal length is one-half the radius of curvature. If 
we denote the focal length by/and the radius of curvature by 
r, then/=^. 

Any incident ray parallel to the principal axis is reflected so 
as to pass (approximately) through the principal focus F. 
Conversely, if 7b (Fig. 30) were an incident ray, ba would 
clearly be the corresponding reflected ray. Thus any incident 
ray whose path passes through the principal focus will, after 
reflection, be parallel to the principal axis. 

The sS5uraplion made in the above proof is equivalent to supporing that 
ibe angular aperture or the mirror is small, nr, refeiring to Fig. 38, that 
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MM* is small compared wilh dc. We shall always assume thai tbis is the 
case ; and shall Ihus be able to obtain simple approximate relations which 
are sufficiently correct Tor most practical purposes. The student should, 
however, observe carefully at what stage in the teaaoning the apptonma- 

38. Oon}uKate Foci.— Let P (Fig. 31) be a luminous 
point on the principal axis of a concave mirror. We wish to 
find what becomes of the light from P after it has been 
reflected by the mirror. 

Let PR be any one ol the incident rays. Join R toC, the 
! of the mirror. Draw the reflected ray 




' Fig. 31,— CoHjnojiTB Foci. 

RP', cutting the principal axis at P', and making with the 
nomial RC an angle r equal to the angle of incidence i. 

In the triangle RP'P the angle at R is bisected by the line 
RC, which also cats the base P'P into the segments P'C and 
. CP : hence it follows 1 that these segments are to one another 
in the same ratio as the sides P'R and PR of the triangle, or 
P'C:CP = P'R:PR. 
\A^roximiUion.'\ — Now, if we assume, as in the last 
article, that the angular aperture of the mirror is very small, 
or that R is very near to M, we may take P'M as being very 
neariy equal to P'R, and PM to PR. Thus we have, ap- 
proximately, 

P'C:CP = P'M :PM . . . (i) 
Thus the distances of the points P and P' from the centre 
of the mirror are in the same ratio as their distances from the 
mirror itself. 

t Eudid, Bk. VI. Prop. III.—' If the angle of a lrian[Ie be divided into twa 



isa 



Now let the distance PM be denoted by^, P'M by^' and 
CM (the radius of curvature of the mirror) by r. Then 

P'C = CM-MP' = r-/', 
and CP = PM - MC =/ - r. 

Introducing these symbols into the projjortion (i), we get 

i, "-i'' J 
" P-r t' 

or P''-pP'=PP'~P'r. 

Transposing, and then dividing hy pp'r, we have 
P'r-\-pr=2pp; 

and I + ', = H . , . . (2) 

p p r 

We have already seen that the focal length / of the mirror 
is equal to -. Hence -; = ::, and equation (2) becomes 

^ + ^■ = 7 ■ ■ ■ ■ (3) 
P P f 

29. This is the fundamental equation for mirrors, and, with 

proper conventions as to signs, is true for convex as well as 



The equation shows that there is a certain relation between 
the distances p and p', i.e. between the positions of the points 
P and P'. For a given mirror y is a constant quantity : 
hence, if the value of/ is given, there is only one value of/' 
that satisfies equation (3) There is only one fxisition of P' 
corresponding to any given position of P. 

We started by supposing that PR was at^ one of the 
incident rays from P : the result shows that all the rays from P 
are reflected so as to pass through a focus at the point P'. F 
is the image of P in the mirror. 

Conversely, if P' were a luminous point, P would be its 
image. Fir we may reverse the paths of the rays : an 
incident ray along P'R would give a reflected ray along RP. 
All rays diverging from P' would come to a focus at P. 
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The points P and P' are called oonjueate fool. 

Conjugate foci with respect to a mirror are points so related 
that one is tht image of the other in the mirror. 

In the case above considered the foci are real, for the rays 
of light actually pass through the points. We shall presently 
come to cases where rays of lig'ht appear to diverge from a 
point but do not actually pass through it : such a point is 
called a virtual foyts. 

Notice that parallel rays may be regarded as proceeding 
from a point at an infinite distance. Now, if the luminous 
point P is very far off, p is very great and ■- is very small. 
When^ is infinitely great ^ is infinitely small or = o. In this 
case equation (3) reduces to 



Compare this result with Art 27. 

30. Bules for Optical Oaloulatious. — In order to 
avoid confusion as to plus and minus signs, or positive and 
negative focal distances, beginners will find it well to follow 
strictly some such rules as the following, and to use the 
equations for conjugate position always In the same form. 

I. All distances are to be measured from the mirror (or 
lens) ; if measured towards the right hand they are to be 
considered positive ( + ) ; if towards the left hand, negative 

(-)■ 

It is convenient to suppose that the luminous object, or 
source of light, is always placed on the right hand of the mirror ; 
its distance will thus always be positive. TTiis is equivalent to 
saying that all distances measured from the mirror on the same 
side as the object or source of light are 10 be regarded as posi- 
tive ; and all distances in the opposite direction as negative. 

II. The equation 

'f-k+r. ■ (3) 

f P P 



holds good for all mirrors, both concave and convex, /denoting 
the focal length, / the distance of the object, and ^ the 
distance of the image, reckoned from the mirror itself. ''^Ic 



HI, The focal length of a concave mirror is p ositive. This 
will be readily understood on looking at Fig. 29 : for the beam 
of parallel light falls upon the mirror from the right band 
and is reflected through the principal focus F, which is 
also to the right hand of the mirror. The focal length of a 
convex mirror isnegative : this we shall consider in due course. 

IV. Whenever you have to work out any optical calculation, 
begin by writing down the proper equation, and do not alter 
the sigas of the letters until you come to insert their values. 
Now substitute in the equation the numerical values of the 
known quantities, eacA with Us proper sign. When any two 
of the three quantities /, p, and p' are given, the third can be 
found from the equation. If/ and p are given, the numerical 
value of p' tells you how far the image is from the mirror : if 
p' is positive, the image is formed on the same side as the object 
(towards the right hand of the mirror, or in front of it) ; but 
if it carries the minus sign, the image is formed on the opposite 
side (towards the left hand, or behind the mirror). When the 
distance of the object and image {p and p') are given, the 
numerical value of/ gives you the focal length of the mirror, 
and the sign of/ tells you whether the mirror is concave ( + ) 
or convex ( — ). A geometrical digram drawn roughly to 
scale will often save you from making bad mistakes. 

81. Hxampleo.— I. Rays of light diverging from a pxrinl 3 ft. in fronl 
of a mirror converge, after refieclion, to a point i ft. in front of Ihe mim>r. 
Is the mirror concave or convex, and what is its focal length ? 

Here ^ = 3 fl., p' = i ft., and both are positive. The focal length 
required is given by the equation 



and .-./=- ft.=9 in. 

The focal length is 9 In., and, since It is positive, the rairrw is 

a. The radius at curvature of a concave tnirror is 30 cm. Rajn ol 
light diverge from a point 60 cm. in front of it ; to what point will they 
convE^^ after reflection 7 

The focal length is one-half the radius of curvature, ai 
is concave, it is ppsitive^ Thusy= 
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Tlius/i' = ao. The rays convetge to a. poinl ao cm. in [ronl of the 

32. Images produced by Concave Mirrora — Imag^es 
in plane mirrors axe always virtual Images produced by 
concave mirrors may be either real or virtuaL 

In discussing the formation of images by plane mirrors 
we followed the paths of Iwo rays (a normal one and any 
other), and found the point of intersection of the reflected 
rays. This was shown to be behind the mirror : the reflected 
rays diverged from a virtual focus. Following a similar plan 
here we shall be able to find — by geometrical construction and 
without algebraical calculation — the nature and position of 
the images formed by concave mirrors. 

Among the many rays which proceed from any luminous 
point to the mirror, there are three whose directions after 
reflection by the mirror are easily followed. 

(i) Any ray whose path passes through the centre of curva- 
ture falls normally upon the mirror, and is therefore reflected 
back along its own path. 

(3) Any ray parallel to the principal axis is reflected so as 
to pass through the principal focus. 

(3) Any ray whose path passes through the principal focus is 
reflected back parallel to the principal axis. 

If we wish to find the image of any luminous point, we need 
only follow out the directions of two of the above-mentioned 
incident rays and find the point of intersection of the reflected 
rays ; this is the image of the luminous point If the reflected 
rays actually intersect at this point, the image is a real one : 
if they have to be produced backwards (behind the mirror) 
before they intersect, the image is a virtual one. 



;. Wc shall suppose the object to be beyond C, 
i.i. at a distance greater than 2/ from the mirror. 

From A draw the ray AC»j through C. This is reflected 
back along its own path. The image of A lies somewhere on 
this line (which is the secondary axis through A). Draw also 
the ray A« parallel to the principal axis MC. This is reflected 
so as to pass through F, The im^e of A lies somewhere 
along fiT : it must therefore be situated at the point of inler^ 
section of mC and «F, 

Produce «F to cut mC at a. a is the im^e of A. If A were 



a luminous point, a would be its conjugate focus : all rays diverg- 
ing from A appear, after reflection, to diverge from d. An eye 
placed in a suitable position would see a real image of A at <t 
The image of B is found in precisely the same way by 
drawing the rays BCo and B^F. These intersect at b. b is 
the image of B. The images of points lying between A and B 
are formed at corresponding points between a and b. ab is the 
image of AB. 

Images of this kind are produced by Ihe bowls of spoons (a bright silver 
dessert-spoon is best). Hold the spoon with its concave surface towards a 
candle-flame and a few inches from it : looking from behind the candle 
towards the spoon you see a small inverted image of the flame just in liont 
of the spoon. Hold the spoon between yourself aud Ihe light : you see a 
small inverted image of your face. As the bowl of the spoon is not 
Ephaical the images are, of course, distorted. 
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The image is real. Not only can it be seen by an eye 
placed in a suitable position, but it can be thrown upon a 
screen (see Expt. 19). In Fig. 32 the image is diminished or 
smaller in size than the object ; this is always the case when 
the object is beyond the centre" of curvature (C). 

Observe that in all cases where a real image is formed, the 
image and object may change places. Thus, if ai (Fig. 32) 
were a luminous object, AB would be its image. For the paths 
of any of the rays may be reversed, an incident ray oFb giving 
a reflected ray «A, and so on. The image thus produced would 
be enlarged or magnified ; this is always the case when the 
object is between C and F. (The student should draw the 
diagram for this case, using the construction given above.) 

The object and its real image are formed on opposite 
sides of C : and, since the rays which pass through C cross 
each other at this point, the real image is always inverted. 

We have thus arrived at the following results ; — 

When the ' object is situated beyond C (the centre of 
curvature), the image is formed between C and F, and is 
real, inverted, and diminished. 

When the object is situated between C and F, the image is 
formed beyond C, and is real, inverted, and enlarged. 

34. Belative Sizes of Imaffe and Object. — In order 



to simplify matters, we now lake one-half of the preceding 
figure. AB (Fig, 33) is our object, and is perpendicular to the 



principal axis of the mirror. The image of A is at a, the 
pioaition of which is found as in the last article. The image is 
completed by drawing ab perpendicular to the principal axis 
(the image of B being at b on this axis). 

The triangles aiC and ABC are similar : for the opposite 
angles at C are equal and the angles at b and B are right 
angles. Hence ^ the sides about these angles are proportionals, 

ab hC 



or, the rilativi sizes of image and object are as their respective 
distances from the centre of curvature of the mirror. 

From this it fellows' at once that the relative siies are as the 
distances from the mirror itself. For b is the conjugate focus 
of B, and in Art, 28 we saw that the distances of two conjugate 
ptoints from the centre of curvature are proportional to their 



distances from the n 



Thus the relative sites of image and object are as their 

respective distances from the mirror. 

If we denote the sizes of image and object by I and O, and 
their respective distances from the mirror by p' and p, this 
relation may be written in the form 

^=f ■ • • <') 

and should be carefully remembered. It is true for all images, 
real or virtual, formed by spherical mirrors, and the student 
should follow out the proof for himself as we come 10 each 
special case. The ratio (^^1 between the sizes of image and 
object is called the magntficoHon. It should be noticed that 

1 Euclid, Bk. VI. Prop. IV.— "TIk lidei nbcKit tlx equal ugln of Equlugulu 
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Ihe word ' size ' here refers to linear dimensions (length or 
breadth) and not to area. 

When the image and object are at equal distances from the 
mirror they are equal in size. This happens when the object 
is situated at the centre of curvature of the mirror (in which 
ease/'=/=r). 

35. Virtual Imaffea — We have yet to find what sort of 
an image is produced when the object is situated between the 
mirror and its principal focus. 

Let AB (Fig. 34) be the object. From A draw the ray 
parallel to the principal axis and reflected from the mirror 
ihrough F. Join CA and produce it lo meet the mirror nor- 
mally. These two reflected rays do not intersect in front of 



Fig. 34.— ViBTUAL Image in Concave Mirkof. 

ihe mirror, but if produced backwards (as shown by the dotted 
lines) they meet at a. To an observer looking at the mirror 
all die reflected rays which originally came from A would 
appear to proceed from a virtual focus at a. a is the virtual 
image of A. In the same way b is the image of B. <^ is the 
virtual image of AB : such an image cannot be caught on a 
screen, as a real image can. 

Thus when an object is situated between a concave mirror 
and its principal focus, the image produced is virtual, erect, 
and enlarged. 



39. Experimental UluBtrations. — The student should 
perform the following experiments with a conca.ve mirror, and 
then proceed to measure its focal length carefully by the 
methods described in Art 37. The exact size and curvature 
of the mirror used is not of importance, but one having a 
focal length of about 1 foot or 30 cm. wiU be found convenient 

EXPT. 18. — -Watch your chance when the sun is shining, 
and fix the mirror so that it faces the sun (the axis of the 
mirror pointing towards it). Move a small piece of white 
paper or cardboard backwards and forwards in front of the 
mirror until you find the position in which a sharp image of 
the sun is thrown on it. The image is formed at the principal 
focus. Measure the distance from the image to the mirror; 
this is the focal length. 

Hold your hand so that the image is formed on the back 
of it ; the spot is uncomfortably hot. Mot only the light, but 
also the heat-radiation from the sun, is concentrated at this 
point ; hence the Krm/ocus, which literally means a hearth Ot 
fireplace. If the sun is shining brightly, paper and chips of 
wood placed at the focus can be set on fire. 

ExPT. 19 — Take the mirror into a darkened room. At 
one end of the room place a lighted candle ; at the other end 
place the mirror, feeing the candle and at the same height as 
it. Find the position of the image by catching it on a small 
screen, as in tiie last experiment ; if the screen cuts otF too 
much of the candle-light, tilt the mirror so that the imi^ is 
thrown slightly to one side. 

The image is real, inverted, and smaller than the flame 
itself. Measure the distance from the mirror to the image and 
compare it with the distance found in the last experiment. If 
the candle is far enough off (20 ft. or more), the image is 
formed very nearly at the principal focus. 

Lower the candle : the image rises. Raise the candle ; 
the image is depressed. (See Fig. 32, which shows that the 
image of a point A lies on the secondary axis ACwi.) 

ExPT. 20. — Move the candle up towards the mirror. The 
image advances to meet it and increases in size ; but remains 
real, inverted, and smaller than the object 
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When the candle is at the centre of curvature of the mirror 
ihe image is formed at the same distance in front of the mirror 
(coincident with the object), [n order to see this image you 
should tilt the mirror to one side, so that the image can be 
thrown on a. screen placed just at the side of the candle. The 
im^e is real, inverted, and equal in size to the object. 

Now move the candle nearer to the mirror. The image 
moves farther and farther away, and is real, inverted, and 
enlaiged. Observe that in all the above cases the object and 
lis real image may change places : test this by marking the 
positions of the candle and screen and interchanging them. 

When the .candle is at the principal focus the image is 
formed at an infinite distance. The reflected rays form a 
parallel beam ; this is the way in which concave reflectors arc 
used in lighthouses and " search-lights " (projectors). 

When the candle is still nearer the mirror (I'j. between the 
mirror and its focus) the reflected rays diverge from virtual 
foci behind the mirror : no real image is formed, but on looking 
into the mirror you see a virtual, erect, and magnified image 
of the flame. 

37. Methods of Finding: Focal Lenffth. — The focal 
length of a concave mirror can be measured by any of the 
following methods — 

I. By allowing a beam of parallel rays to fall on the mirror. 
Rays from any very distant object, such as the sun, can be used : 
an image of the object is formed at the principal focus. This 
method has been described in ExpL i8 : although it may 
appear the simplest, it is not the best or the most convenient 

II. Throw a real im^e of a candle-flame on a screen by 
means of the mirror. Measure the distance (/) from the mirror 
to the candle, also the distance (J/) from the mirror to the 
screen. The focal length (/) can then be calculated from the 



The apparatus used (optical bench, etc.) is described on 
pp. 128, 129. The screen on which the image is thrown may 
be of white cardboard or of paper stretched on a suitable 



frame : it should be moved backwards and forwards until the 
image thrown on it is as bright and sharp as possible. This 
operation is called focussing, and should be carefully per- 
formed. 

Make several measurements, placing the object at difFerenl 
distances and using both enlarged and diminished images. 
Calculate the value of/ corresponding to each pair of values of 
p and p obtained, and take the mean of the results. 

in. When an object is placed at the centre of curvature of 
a mirror, the image coincides in position with it. Thus if the 
object is a luminous 
point at f (Fig. 35), all 
rays diverging from it 
fell normally on the 
mirror, and are, there- 
. fore, reflected back 
along their own paths 
to c. The image is a 
luminous point coin- 
cident. with the object. 
The distance dc is the 
radius of curvature of 
the mirror, and is therefore twice the focal length. This 
method of finding the focal length of a mirror is simple and 
accurate, and ca.n be carried out as follows : — 

Take a piece of cardboard about 4 in. square, and in the 
centre of it cut out with a cork-borer a hole about J in. in 
diameter ; across the hole stretch two hairs or black threads 
at right angles. This is to be our object or source of light. 
Mount the cardboard screen on one of the uprights of the 
optical bench so that the hole is at the same height as the 
centre of the mirror. Illuminate the hole and cross-threads 
strongly by placing an Argand burner behind (i>t on the side 
farther from the mirror). The light proceeding from the hole 
is reflected by the mirror to a real focus (provided the mirror 
is not too near). This focus may be in front of the screen or 
behind it. You have now to find by trial a, position of the 
mirror such that this focus is on the screen itself. 

You see on the screen a blurred spot of light. Adjust the 
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mirror so that this spot falls just by the side of the hole. 
Move the minor backwards or forwards until the spot of Mght 
becomes a sharp bright image of the hole, with the cross- 
ihreads well defined. Measure the distance from the mirror 
to the screen ; one-half of this is the focal length. 

38. Table of Results. — After performing the above 

experiments the student should find for himself the position of 
the image for any given position of the object, using both the 
algebraical equations and geometrical diagranu. He should 
also find the nature of the image produced and again verify 
his results by experiment. 

In the following table C denotes the centre of curvature of 
the mirror, F its principal focus, and M the mirror itself. 





P„„„.o,,.«.. 


ChABACTBMSTICS Of IHUE. 


..,.,.„,. . 


At F . 




BqiondC . 


Between F and C 




At C . 


At C . 


Real, inverted, equal in siie. 


Between C and F 


Beyond C . 


Real, inverted, enlarged. 


Between F and M 


Behind M . 


Virtual, erect, enlarged. 



Se. BbEampIee. — i. A candle-flame i in. long is 36 cm. in rroni of 
a concave mirror whose focal length is 30 cm. Find the nature, position, 
and siie of the image. 

Here ^=36,/=3o; and both are positive. The value of fi' (the 
distance of (he image from the mirror] is given by the equation 



/ / /■ 
Si^istilulii^ the above values we have 



cCooi^lu 



The distance of the image from the miiror is i8o cm 
positive, the image is formeil in front or the mirror, a 
inverted. (Verify this by sketching the diagram.) 

The relative sizes of image and object are given by (he i 



2. The candle-flame is 

irror. What SOrt of an 

As before, we have 



IS ihat the Image is formed 30 cr 



3. You are required to throw upon a wall an image of a gas-flame 
which stands 8 ft. from the wall, and the image is lo be three limes the 
size of Ihe flame. What sort of a mirror would you choose, and wherp 
would you hold it? 

Suppose Ihe mirror to be placed x feet from the object on the ade 
farther from the wall; it will then be (S + .v) ft. from the wall 
on which the image is to be thrown. Our distances now are 
fi=x, and/ = B4-i. 
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of 3 ft. focal length. We have already found Ihal x—^; thus 
ibe mirror must be beld 4 ft, from the gas-flame, or 11 ft. from 
the wall 
[Observe that the distances of image and object from the mirror bear 
the right ratio to one another, being as la 10 4 or 3 to i. Check 
your results in this way whenever you can.] 



Convex Mirrors. 

40. Focal Leiigth NeiratlTe. — Suppose a beam of parallel rays to 
r^l upon a convex mirror, each ray in the incident beam being parallel lo 
Ihe principal axis of the mirror (CM, Fig, 36). Let PR be anyone of Ihe 




the angle 

Produce P'R backwards (behind the mirror, as shown by the dotted 
line) to cut Ihe axis at F. As in Ihe case of concave mirrors. Art. 27, it 
can be proved that F is (approximately) midway between C and M. F 
is the principal fbcue of the mirror. All incident rays parallel lo the 
principal axis appear after reflection to diverge from F. 

MP is the Jbcal Unglh of the mirror and is one-half the radius of 
cuivaiure (CM). Observe that F lies behind the mirror. The incident 
Ijght comes from the right hand, the principal focus is on the left kand of 
Ihe mirror. Hence, according lo our rules for signs (.^rt. 30, Rule I.), 
Ihe focal length of a convex mirror it negative. 

41. Virtti&l Images. — An incident beam of parallel rays falling upon 
a convex mirror is converted into a divergent beam. If the incident beam 
is already divergent, the divergence is increased by reflection from the 



Let AB (Fig. 37) be an object in front oT a convex miimr, Through 
A draw An paraliel to the principal axis MC : theincidAil ray .As is 
reflected along nr so (hat it appears to come fhxu the focus F. Join AC : 
(he incident ray Am is rdlec(ed Iiack along its own palb, Ttge two 
reflected rays do no( irterMci in fTOn[ of the miiror, bulithe dot(ed^nes 
Ffl and Cm intersect at a. To an obaerver looking at tKe mintf all rays 
proceeding from A appeal, after reflection, to proceed from a. a is the 
virtual image of A, 

Similarly i is the image of B. ai'a Ihe virtual image of (he object AB. 
The Image is end ; for image and object are on (be same side .of C, and 
hence the lines AC and BC do not cross each other between the object and 
image {see Ait. 33). The image is smaller than the object : Ich' their 




relative sizes are as their respective distances from C, and the image always 
lies between C and the object. 

Thus images produced by convex mirrors are always virtual, trect, and 
diminishid. 

Such images can be seen in the convex surfaces of spoons, tea-pots, the 
silvered glass balls used as ornaments, etc. A fairly good convex mirror 
can be made by blackening or silvering (he concave surface of a watch- 
glass or clock-glass. 

Example. —An object 3 
convex mirror whose radio: 
size of the image. 

The focal length is oni 
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:he im^e from the mirror is given by the equalion 



Thus ibe image Is virtoal and is formed 4 inchs behind the mirror. 
The rdalive sixes of image and object ore as their distances from tb 
mirror, i.t. at 4 to 6, or I (o 3. Tfae Image is thenfore 1 jnche 



Examples oh Chapteb V 

Read carefully the rules and inslructiona given in Art. 30. Observe 
bow tbese are applied in the solved examples in Arts. 31-41. 

Draw diagrams roughly to scale for Ihc purpose of guiding and checking 
your algebraical work. When you are about to substitute the numerical 
value for any symbol In an equation, be careful 10 give it the right sign 
( + or - ). Want of attention to this point is the commonest cause of 
exTors and incorrect answers. 

Remember thai — 

.The focal length of a concave mirror is fesitivt. 
Tlie focal length of a convex mirror is ntgulive. 

When f' is found to be positive, the image is formed on the same side 
of the mirror as the object, and is rtat : when f' is found (o be negative, 
the image is formed on the opposite side of the mirror, and is virtual. 

The siie of (he Image is to that of the object as/' is to >. Bui if the 
image is virtual, ^ Is negatha : if it Is real, /" Is pedtivt. You should 
bear this in mind wben you are given (be rdatire sizes of image and 
object (i.e. the magniCii^tion) and are ashed to find lh«r respective 
positions. In (he case of a concave mirror there are rtw sobttumi to such a 
problem ; one corresponding lo Ibe virtual and the o(ber (o (he real 

I. What is meant by an image of an object? Why are some images 
called real, and others virtual? Explain and illustrate by a sketch the 
formation of an image of each kind by a concave mirror. 

3. An object 5 cm. long is placed at a distance of 40 cm. from a concave 
mirror of 94 cm. focal length. Find the size and position of the image. 

focal length ? What would be the position of th« image of a point 4 feet 
in front of this mirror? 

4. Find the position of the Imap of a point 4 Inches in front of the 
same mirror. 

J. An object is placed lao cm, in iront of a minor, and a real image ii 



whose focal length is 15 inches 


Find ihe 


positio 


n ai 


Id 


ize 


of (he 


















7. Rays from 


a luminous point 


cm. in front of a 










after reflection, t 




tit 30 cm. i 


front 


fth 






Find 


the nalure and f 


Kal length of the 














S. An object 


inch long is plac 


dalk distal 


eeofi 


foot fro 






mirror of 9 inche 


a focal iengih. Where is the 


mage 


orm 


ed 


nd 


what is 



9. A hrighi object, 4 inches high, is placed on the principal axis of a 
concave spherical mirror, at a distance of ij inches from the mirror. 
Determioe the portion and size of its image, the focal length of the rpirror 

10. A gas-jet is placed on (he principal axis of a concave mirror and i 
fool in front of it. A real and inverted image is produced on a screen 
held in from of the mirror, but at a greater distance than the gas-jet. If 
the image is twice as long as the flame, what is Ihe (ocal length of tbe 

11. Draw accurately the paths of four rays, two proceeding from each 
end of an object a inches high, placed symmetrically on the axis of a 
concave mirror of 4 inches focus at a distance of 6 inches from it ; and 
thus obtain the height and position of the image. 

la. A real image produced by a concave mirror is found to be twice the 
size of the object ; if the focal length of the mirror is i foot, xvhere are the 
object and image situated? What would be the relation between their 
siies if ihdr portions were teversed ? 

13. An object 6 cm. in length is placed at a distance of 50 em. in front 
of a concave mirror of ao cm, focal length. Find the nature, position, 
and siie of the image. 

distant from it, by means of a mirror. What kind of mirror would you 
use, what should be its focal length, and where would you place it ? 

15- An object is placed 5 inches from a concave mirror of 6 inches focal 
length ; where is the image produced, and what is the magnification ? 

16. A concave mirror of 2 feet focal length is placed i foot from an 
object : And the change in the position of the image produced by moving 
the object 1 inch nearer the minor. 

17. Prove thai Ihe focal length of a convtx spherical mirror is equal to 
half jls radius of curvature. (Apply the method of Art. 27 to Fig. 36. ) 

1 8. An object 3 inches long is held 6 inches in front of a convex mirror 
whose radius of curvature is a feet. Find the nature, positi«n, and magni- 

Where will the image be produced when the object is held a feet in front 
of the same mirror, and what wiU be its siie ? 

19. An object 4 cm, long is placed at a distance of 10 cm. Irom a 
convex minor of 30 cm. focal length. Find tbe position and size of the 

ao. Find at what distance an object must be placed in front of a con- 
cave mirror of 6 inches focal length, so that the mirror may give a real 
image of the object, magnified six times. 



CHAPTER VI 

REFRACTION OF LIGHT 

42. Simple Experiments on Befi^otlon. — We have 
hitherto considered only the behaviour of light as it travels 
through a homogeneous medium (Arts. 3 and 4), in which case 
it is propagated in straight lines. But when a ray of light 
passes from one transparent medium into another, its direction 



is changed and it is said to be refracttd. This bending of 
T^raetum of light may be illustrated by the following experi- 

ExPT. 21. — Procure a rectangiUar tin box (a biscuit-box). 
Mark a scale of inches or centiinetFes alonf the bottom of iti 



or lay a metal scale on the bottom. Take the box into a dark 
room and allow a beam of parallel light to fall slantwise 
against the edge. (It is best to use a strong source of light — 
sun-light or lime-light) The side of the box throws a shadow 
C (Fig. 38), which is in a line with the direction of the incident 
beam AB. Note the point C where the edge of this shadow 
&lls on the bottom. 

Now (without altering the position of anything) fill the box 
with water. The edge of the shadow moves to D, nearer the 
vertical side BN of the box. Clearly the light is refracted or 
bent on entering the water. Note the direction in which 
it is refracted. N'N is the normal at the point of incidence. 
On passing from air into water light is refraited towards the 
normal. 




ExPT. 22, — Put a coin on the bottom of an empty basin 
(<r, Fig. 39). Place your eye in such a position (E) that you 
just cannot see it — the coin being hidden by the side of the basin. 

If water is now poured into the basin (the eye still remain- 
ing at E), the coin becomes visible and appears to rise as 
the level of the water rises. This would clearly be impKtssible 
without some bending of the rays of light which proceed from 
the coin, A ray such as cs (which would otherwise not reach 
your eye) is refracted downwards along jE on leaving the 
water and thus enters your eye. The eye takes no notice of 
the refraction : it simply sees the coin at ir* along Ej produced. 



REFRACTION OF LIGHT 



Notice the direction in which the lig-ht is lefra^ted. Ot pass- 
ing fi-cm water into air ligkt is refracted away from the normal. 

£XPT. 23. — Plunge a stick or pencil slantwise into water. 
It looks as though it 
were bent just at the 
surface of the water, 
and the part immersed 
appears shortened and 
elevated (Fig. 40). 
This is best seen by 
placing the eye at one 
■ side: if you look <i/(»t^ 
the stick, or if it is 
held upright in the 
water, it simply ap- 
pears shortened and 
not bent 




Stick in Wate 



43. IiawB of BeftEiotion. — Let RI (Fig. 41) represent a 
ray of light in air incident obliquely at I upon the surface of 



another medium, e.g. still water. Draw the normal at I to the 
refracting surface. The angle between the normal and the 
incident ray RI is called the an^ of ineidenct. We knov 



that on entering the water the ray of hght is bent in some such 
direction as IS — -i.e. towards the nomiaL The angle SIP 
between the normal and the refracted ray IS is called the 
angle of refraction. Clearly the angle of refraction is less than 
the angle of incidence. 

Produce Rl to R'. The angle R'lS measures the amount 
by which the ray is bent or deviated out of its path : it is 
called the angle of deviation. Whenever a ray of light in 
passing from one medium to another is bent towards the 
normal, the second medium is said to be ' optically denser ' 
than the first. Thus water and glass are both optically denser i 

With I as centre describe a circle. From the point where 
this circle cuts the incident ray draw a perpendicular to the 
normal : this is clearly equal in length to the perpendicular 
R'P' drawn from the point R' where the circle cuts tlie incident 
ray produced. Again, from the point where the circle cuts the 
refracted ray, draw a perpendicular to the normal. The ratio 
of these perpendiculars has a constant -value for any given pair 
of media (air and water, air and glass, etc.) 

We may now state the laws of refraction in the following 

I. The refracted ray lies in the plane containing the incident 
ray and the normal, and on the opposite side of the normal. 

II. If points equidistant from the point of incidence be taken 
on the incident and refracted rays, and if from these points per- 
pendiculars be drawn to the normal, the ratio of these perpen- 
diculars is constant for any given pair of media. 

44. This constant ratio is called the index of reOraotfon 
for the two media, and is usually denoted by the letter /i. Its 
value for air and water is about i ; for air and glass about 
^ ; but it may be greater than this according to the composition 
of the glass. 

The following are approximate values of the indices of 

I This use of ibc lens ' denie ' miuc noi be confused wilh Ihs usual mEaainK q( 
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o certain transparent 



Water 

Alcohol ..... 

Carbon Bisulpbide 

Common Window-Glass (about) 

Crown Glass (Poush-lime-glass frw froi 

Flint-Glass (I.ead-glass) 

Diamond 



46. Experimental Verifloation. — The lirst law of r 



Traction offers no difficulty- : the second can be verified by 

means of the appaiatus shown in Fig. 42, This consists of a 



shallow cylindrical glass vessel, the lower half of which is filled 
with wa.ter. The vessel is sunounded by a divided circle on 
which the angles of incidence and refraction can be measured. 
The perpendicular distances corresponding to SP and R'P' in 
Fig. 41 can also be measured on the horizontal scale which 
slides up and down on a vertical rod. By this means the 
second law of refraction can be verified directly. 

EXPT. 34. — ^In order to show up the path of the beam as 
it passes through the.water, a few drops of milk must be added 
beforehand (just enough to make the water milky). Pour in 
the water through the hole at the top of the glass vessel until it 
rises just to the centre-mark O. Blow in a little smoke through 
the hole so as to show up the path of the beam in the upper 
half of the vessel. 

Direct the beam of light on the movable mirror I and 
adjust this so that the light is reflected through the slit in the 
tube (in front of I) and on the surface of the water at O. The 
movable arm Oa which carries the mirror is now parallel to 
the incident beam. 

The beam of light is refracted along OR and emerges at R 
without undergoing further refraction, for the beam is normal 
to the surface of the vessel at R. Adjust the movable arm 
b so that the emergent beam passes through the slit in the 
tube attached to it : 06 is now parallel to the emergent beam. 
The angle aOb measures the deviation. 

Measure off the distance from the centre of the horizontal 
scale to the point b : this distance corresponds to the length of 
the perpendicular SP in Fig. 41. Raise the scale and in the 
same way measure off tbe distance O'a : this corresponds to 
the length of the perpendicular R'P' in Fig. 41, 

Alter the position of the arm Oa and repeat the adjustments 
and measurements. Whatever the angle of incidence, it wilt be 
found that the ratio of the perpendiculars is constmU, Thus if 
Od is 6 cm., O^ will be 45 cm. : if Oa is 8 cm., O^ will be 
6 cm., the ratio being always as 4 to y 

Place the arm Oa vertical and reflect the light from the 
mirror vertically downwards ; the light is now incident nor- 
mally on the surface of the water and passes straight tkrougk 
without any deviation. Tilt the arm gradually and measure 
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the deviation for each angle of incidence ; the deviation 
incrtasei -with the angle of incidence. 

The light is not all refracted : some of it is reflected from 
ihe sur&ce of the water according to the usual law. Notice 
that this reflected beam becomes brighter as the angle of 
incidence increases. The amount of light reflected from the 
surface of water increases iviih the angle of incidence. 



11 of 

illuslrale the law wilhoul verifying 
nple glass tank will do well instead 
nvenient fonu of tank for refrac- 
in biscuit-box. Leave Ihe top of 
oad) down one of the sides, and 
^ten a strip of glass water-tight againsi this with marine glue. Cut a 
drcle out of (he front of the box (or cut the front out leaving a rim round) 
and fasten a sheet of glass in Ihe same way against IL A beam of light 
can be admitted either from Ihe lop or the side through a slit in a black- 
ened card. Even a common medicine.bottle wilh flat sides can be used : 
it should be painted over with black paint, one side and a circle on the 
front being left clear (see Fig. 45l- 

Instead of adding milk lo (he water, a Utile common salt may be dis- 
solved in it and a few drops of a very dilute solution of silver nitraie added. 
The slight precipitate of silver chloride thus produced will remain for some 

46. Gteometrioal Oonatruotion for Reft^cted Ray.^ 

We shall first consider the , 

a ray passing>»OT ^ 



It will generaUy be found sufficie 
of Ihe apparatus above deseriljcd. 
■ ■ 'il (about 1 ■ 




a denser medium, 
e.g. from air into water or 
glass (/!> i). Suppose ihe 
paths of the incident and 
refracted rays lo be as in 
Fig. 43. At the point of 
incidence C draw the nor- 
mal to the refracting surface 
AB. With C as centre =^ 

draw a circle cutting the ^ 

iticident and refracted rays 

at I and R respectively. 

From I draw IM and from R draw RM' perpendicular ti^tbe 

normal The ratio of Ihese two perpendiculars is, by definition 



(Art. 44), the index of refraction. Thus if the two media are 
air and water, 

IM 4 

Draw IN and RN' perpendicular to the surface AB. 
Clearly I.M = CN and RM' = CN'. 

Hence the following geometrical construction for finding the 
path of the refracted ray. 

Given the path of a ray in air, to find the path of the 
refracted ray in water 1/1 = 2 V Let IC be the incident ray. 
From 1 draw IN perpendicular to the surfece AB. Divide 
CN miofour equal parts. From C, on the opposite side, lay 
off CN' equal to tkree of these parts. At N' draw a perpen- 
dicular to the surface AB. With C as centre and CI as radios 
describe a circle cutting this perpendiciUar at R. Join CR. 
CR is the path of the refracted ray. 

If the second medium be glass (ft^^X modify the con- 
struction as follows. Divide CN into three equal parts. 
From C, on the opposite side, lay off CN' equal to two o( 
these parts. 

In general, if the index of retraction be /*, ON' must be 
taken equal to - . CN. 

Noticethala5>.3-i, CN'<CN. Hence the point N' must fall inside 
the drcle (to the left of B), for, however great the angle of incidence, CN 
cannot be greater than CA (the radius). Hence also the perpendicular 
from N' will always out the circle. For every possible position of Ihe 
inddent ray there is a corresponding refiacted ray. Thus the conslnictron 
is always possible when the ray is passing from a rarer to a denser 
medium. 

47. Beflraotlon trova a Denser into a BajTer 
Meditun. — In any case of refraction die incident and re- 
fracted rays may be supposed to change places (the direction 
in which the light travels being reversed). Thus in Fig. 43, 
if RC be supposed to represent an incident ray, CI would be 
the corresponding refracted ray in air. This is equivalent to 



REFRACTION OF LIGHT 



Stating that when the direction of the ray is reversed the index 
of refraction is reversed. Thus, if the index of refraction for 
light passing from air into a denser medium is /i, the index of 
refraction for light passing from this denser medium into air 
will be the reciprocal of ft, or -■ 



In the 



;es of water and glas 

4 
(air);* («!«)=-, 






Wr) /» (gliaa) = j' (glaK) H- (air) = T- 

Given Ike path of a ray in -water, to find Ike path of the 
refracted ray in air \i>- = ~\. Let IC (Fig. 44) be the incident 
ray. From I draw IN perpendicular to the refracting surface 
AB. Divide CN into three 
equal parts. From C, on 
the opposite side, lay off 
CN'equal to^iiar of these 
parts. From N' draw a 
perpendicular to the sur- 
face AB. With C as 
centre and CI as radius 
describe a circle cutting 
this perpendicular at R. 
Join CR. CR is the path 
of the refiracted ray. 

If the ray be travel- 
ling from glass into air 
^in which case ^ = \\j modify t 
Divide CN into two equal parts. From C, < 
side, lay off CN' equal to three of these parts. 

In general, if the index of refraction be /i (reckoned in the 
direction in which the light is travelling), CN' must be taken 
equal to - , CN. 

Now notice that as ^ is here <1, CN'>CN. Hence the 
point N' may fall outside the circle. When it does, the 




perpendicular through N' to the surface will not cut the circle 

at all. 

48. SxperimentE^ Verifloation. — Before proceeding 
Turther with the question of refraction into a rarer medium, the 
statements already made should be verified. 

EXPT. 35. — Using the same apparatus as in Expt 24, 
throw the beam of light upward through the water, adjusting 
the mirror so that the beam meets the surface of the water at 
O. Measure off the perpendicular distances to the normal 
and see whether they are in the ratio of 3 to 4 (they were in 
the inverse ratio — -4 to 3 — when the ray passed from air 
through water), or mark the positions of the incident and 
refracted rays and then reverse the direction — -sending the 
incident ray along the path previously followed by the refracted 
ray. Notice that the refracted ray in air now fallows the 
path of what was before the incident ray. 

Send the light vertically upwards through the water ; it is 
now incident normally on the surface and passes straight 
through without any deviation. 

Gradually increase Che angle of incidence. The angle of 
refraction increases at the same time, but more rapidly. The 
light is not all refracted : some of it is reflected from the 
surface of the water according to the usual law, and the 
amount thus reflected increases with the angle of incidence. 

As you increase the angle of incidence the angle of refraction 
i from 0° to 90°, beyond which it clearly cannot 
When the angle of refraction is 90° the refracted 
ray just grazes the surface of the water ; the corresponding 
angle of incidence is called the critical angle. Its value for 
water is about 48°^. 

Just at this point a very remarkable thing happens. As 
soon as you increase the angle of incidence beyond the critical 
angle the refracted ray disappears entirely and the reflected 
ray increases greatly in brightness. None of the light escapes 
into the air: it is all reflected (Fig. 45), The reflection is 
said to be total or complete. It takes place according to the 
usual law, but differs from ordinary reflection in the respect 
that it is more complete, none of the light being scattered (as 
is the case with even the best polished mirrors). 
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We sh^l see presently that the critical angle has different 
values in the case of different substances, depending upon the 



Fig. 4s.— Total Rbflection. 

bdex of refraction. For the present remember that our 
experiment has proved the following result : If a ray of light 
in ■water is incident upon the surface at an angle greater than 
Ike critical angle^ it cannot get out into the air but is totally 
reacted back into the water. 

48. The Critical Angle. — Look at Fig. 44 again. The 
angle of refraction (in air) is not tar from 90°. If you were to 
increase the angle of incidence gradually, you would reach a 
point at which the angle of refraction would be exactly 90°, 
and the refraaed ray would then just graze (he surface of the 
water. For in Fig. 44 N' is not far from B., As CN 
increases CN' increases in the same ratio and ultimately 
becomes equal to CB (the radius of the circle). N' now 
coincides with B, and the perpendicular to the surface through 
N' becomes the tangent touching the circle at B (see Fig. 46). 
CB is the refracted ray. The corresponding angle of incidence 
{$= ICM) is the oritdoal angle. For any ray incident at an 
angle greater than this, the point N' would fall outside the 
circle. The perpendicular to the surface through N' would not 
cut the circle at all, and the usual construction for finding the 
refracted ray in air would cease to be possible. There would 
be no refracted ray : the light would suffer total refleciion. 




To find the critical angle for light travelling from water into 
air 1/1=-) proceed as follows. Take as centre any point C 
(Fig. 46) in the line separating the air from the water ; with 
any radius describe a circle 
cutting this line at B. 
Divide CB vaXo /our equal 
fiarts. From C, on the 
opposite side, lay off CN 
equal to tftree of these 
parts. From N draw a 
perpendicular to the sur- 
face cutting the circle at 
I. Join IC. The angle 
ICM is the critical angle. 
If you measure it with a 
:r^^ protractor you will find that 
■^— it is about 48°^. 
i. 46.-CRITICAL AscLE. You can easily sec how 

I would have to be modified for any other 
media In the case of light travelling from glass to air 
(/i=-Y take CN equal to two-thirds of the radius CB, In 
general, if /(be the relative indexof refraction, take CN =/*■ CB. 

We have hitherto supposed the refractive index to be 
measured in the direction in which the light is travelling, 
H being greater or less than unity according as the light is 
passing into a denser or a rarer medium. In future we shall, in 
general, use /i to denote the relative index for refraction_/^(j»i lAt 
rarer into the dmser medium (ft=- ■)> ^""^ \'i^^'a the contrary is 
not stated it may be assumed that the first medium is air. 

Using this notation we should have to take CN = --- in the 
above construction for finding the critical angle. Observe that 
as the refractive index increases the critical angle diminishes :— 
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Crown Gloss (about) 
Fl[nl Glass (about) 
Carbon Ksulphide 
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60. Total Reflection. — Suppose A (Fig. 47) to be a 
source of light under the surface of water, A ray proceeding 
vertically upwards from it passes out into the air without 
suffering any deviation. Rays on each side of this are 
deviated more and more as the angle of incidence increases. 
Beyond a certain point the rays can no longer escape into the 
air but are totally reflected back into the water. The critical 
angle separates the rays which are refracted into the air from 
those which are totally reflected. 



Again, suppose the direction of the rays to be reversed. 
All possible refracted rays reaching the point A are included 
within a cone of semi-vertical angle =48°^ (see last article). 
Thus, to an observer under the water in a pond, all objects 
above the surface of the water (however far on either side) 
would appear crowded together within such a cone. On 
looking beyond this cone {i.e. in a direction more inclined to the 
vertical) he would only see, by total reflection from the surface 
of the water, objects lying farther off at the bottom of the 

ExPT. 26. — Hold a glass of water between your eye and 
tile light, and raise it so that the surface of the water is above 



the level of your eye. Looked at thus from below, the surface 
of the water appears like quicksilver. 

Place a spoon in the glass. You can see nothii^ through 
the surface of the water, but the lower part of the spoon can 
be seen by reflection more perfectly than in a mirror. 

EXPT. 27, — Lay a glass prism (Art. 57) face downwards on 
a printed page. If you look at it directly from above, you can 
read the print through the glass : but if you shift your eye to 
one side and lower it gradually, you will come to a point at 
which the print suddenly becomes invisible, and the face of the 
prism appears brighter than a sheet of polished silver. 

The same appearance is well shown by glass cubes such as 
paper-weights and ink-pots. Whatever may be the direction 
of a ray incident upon one of the sides of the cube, it is refracted 
so much as to make with the base an angle less than the 
critical angle. Consequently all the light incident upon the 
base of the cube is reflected with the brilliancy characteristic 
of total reflection. 

ExPT. 28, — Place a lighted candle in such a position thai 
it can be seen by total reflection from the internal surface of a 
glass prism. Then turn the prism so that the candle is seen 
by ordinary reflection from one of the faces. Compare the 
brilliancy of the two images. 

ExPT. 29. — Hold an empty test-tube slantwise in water and 
look at it from above ; it looks as if it were filled with mercury. 
The light which passes through the water cannot escape into 
the air inside the test-tube, but is totally reflected upwards. 

Pour water gradually into the tube ; the brilliant reflection 
disappears as Che water rises. 

EXPT, 30. — The preceding experiment can be modified so 
as to afford a direct comparison between the brilliancy of total 
reflection and that of ordinary reflection from the surface of 
mercury. For if the lower part of the tube be filled with 
mercury it will be found that the reflection from this is not 
nearly as bright as that from the upper (empty) half. 

The tube should be inclined at- about the angle shown in 
Fig. 48, and a sheet of white paper should be laid on the table 
in front (??■). 
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Good examples of total reflection are often shown by cracks 
in panes of window-glass when looked at obliquely. In many 
physical instruments the prin- 
ciple of total reflection is use- 
fully employed : for example, 
in the reflecting prisms of 
spectroscopes. If it is desired 
to reflect through the slit of a 
spectroscope light proceeding 
from a source A at one side 
(Fig. 49), there is placed in 
front of the slit a glass prism, 
the section of which is a right- 
angled isosceles triangle. Tlie 
light from the source A enters ^'i- ♦"■ 

normally through one of the faces of the prism and falls 
upon the hypotenuse at an angle of incidence of 4;°. Since 
this is greater than the critical angle 
(Art. 49) of the glass, the light is 
totally reflected. At the same time 
it is deviated through an angle of 
90°, so that it emerges normally from 
the other face of the prism and enters 
the sliL 

61. In explaining any of the facts 
or defining any of the terms referred to in this chapter you 
will find it best to do so with reference to the diagrams (at 
any rate if you wish to avoid the use of trigonometrical terms). 
But for the purpose of recapitulation the following definitions 
may here be given. 

Ittdex of Refraction.- — If points be taken in the incident and 
refracted rays equidistant from the point of incidence, and if 
from these points perpendiculars be drawn to the normal, the 
ratio of the perpendiculars is constant for any pair of media, 
and is called the index of refraction. 

Critical Angle, — When a ray of light is travelling from a 
denser towards a rarer medium, there is a certain angle of 
incidence such that the corresponding angle of refraction is 
90* ; and this angle of incidence is called the critical angle for 




the two media. O— The critical angle is that limiting angle 
of incidence which just allows a ray travelling in the denser 
medium to escape into the rarer one — the refracted ray grazing 
the surface of separation of the two media. 

Total Reflection is the reflection of light from the surface of 
separation of two media when the incident ray is in the denser 
medium, and the angle of incidence is greater than the critical 

Observe that two conditions are necessary before total 

(i) The incident ray must be travelling from a denser 
medium towards a rarer one. 

(3) The angle of incidence must be greater than the critical 

62. AltematlTe Oonstruotiou Ibr Bea«ot«<t Bay.— Lei IC 

(Fig. so) be a ray travelling in water and incident upon the surface at G 







l.et IN be drawn perpendicular I 
of Ihe refracted ray in air, as foui 

Produce RC Ijackwards to meet IN at R.' 
CN'R an! similBr : for the opposite angles at C 
a( N and N' are right angles. Hence the side! 
C are proportional. 
Now CN = 5.CN'. 



The triangles CNB' and 
are equal, and the angles 
about the equal angles at 



=^-Ci.i.Co()ylt^ 
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This gii-es us anolher conBtniclion for finding the palh of the refracted 
rajr. Lei IC be tbe incidenl ray. Draw IN perpendicular lo the surface 
o( separation. Divide CI into four equal parts. Along IN find a point 
R' such thai CR' is equal lo three of these parts. Join R'C and produce 
il : this is (he path of the refracted ray in air. We shall use this construc- 
tion in ihe nem article. 

68. Image of Potnt tmder Water. — Refer back to Fig. 47. 
Suppose any two consecutive rays in the figure 10 represent the exlremc 
rays of a pencil of light proceeding from the point A and entering an 
observer's eye after refraction into the air. Draw a sin^ilar figure on a 
larger scale : produce the refracted rays backwards, and determine the 
point a( which they intersect in the water. This point is the image of A. 
You will find that It differs for difTerenl pairs of rays : the position of the 
n'nual image depends upon the position of Ihe observer's eye. 

When the observer is at a great distance the image is very near the 
surface. As he moves nearer the image moves farther down. The 
motion of the image finally becomes very slow, and when Ihe obseri'er's eye 
is vertically above ihe object, the iniage is formed on ihe vertical line at 
a depth below the surface equal, to Ihree-fourlhs of the depth of the 
objecU 

For let P (Fig. 51) be a luminous point under water. A ray of light 
PNN' incidenl normally passes through into the air without deviation, and 
the image of P is formed on this vertical line The rays by whidi the 
observer sees this image are not all vertical but form a small divergent 
pencil. Let PC be any one of the rays refracted along CR. Produce 
RC backwards 10 meet Ihe normal at F. Then, according to Uie last 



All nearly normal rays proceeding from P will, after refrncllon, appear 
10 proceed from P. P' is the virtual image of P as seen by an eye 
vertically above. 

Suppose P to be a point at the bollom of a pond : 10 an observer 
looking vertically down, the depth of the pond would only appear 10 be 
Ihree-fourths of what It really is. When Uie line of vision is oblique, the 
apparent depth is still smaller. Thus a pond or stream of uniform depth 
appears lo be deepest vertically beneath the observer ; and the bottom 
presents a wavy appearance, the trough of the wave being jusl beneath 

For the same reason, a speck on the underside of a thick glass slab 
appears nearer than it really is. In general, Ihe apparent thickness of a 
layer of any transparent medium is ~, when / is ils real thickness, and n 
tbe index of retraclion for light (ravelling btm air jntq Ih; oi.ed.iiun. 



ExPT. 31. — Focus a microscc 

You will find It 



> slanding 01 



54. Refraction throusb & Plate. — By a plate is here meaot a 
portion of a refracting mediuni contained between two parallel planes. 

Let QA (Fig. 52) lie a ray of light incidenl obliquely at A upon such a 
plale, t.g. a sheet of glass. On entering the plate al A the ray is refracted 
towards the normal along AS and /alia 
^ f — I upon the second face of the plate at S. 

r XJ_^ Since the two faces of the plate are par- 

allel, the angle of inddence of the plate 
at S is equal to the angle of refraction 
■ "'--■ . .^ (BAS) at A. Hence (see Arts. 47. 48) 
** **• -^ the angle of refraction (into air) at S 
must be equal 10 the angle of incidence 
p!_ at A. and the emergent ray ST it par- 

"' ' ■ allt! lo Iht iacidtnl ray QA. 

At the same time it must be noticed that the raj in passing through the 
plate is shifted to one side or laterally displaced. The amount of this 
lateral displacement increases with the thickness of the plate, ill 

ExPT. 3a.— Draw a few straight lines on a sheet of paper, and place > 
piece of plate-glass on the paper so as to cover a portion of the lines. 
Looked at normally through the glass the hues still appear straight (Fig. 
53). But if you move your eye to the right or left the lines appear briiken 



r* S4-— OaLlQUE VlBW. 
pt produced by glass plale. 
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The same effect is observed when the eye Is kepi liied and the plale 
itself is tilted. 

ExPT. 33. — The above experiment can be repealed with liquids, using 
a parallel-sided glass trough such as that shown on p. 90, and affords a 
simple method of proving that diHerent Uquids have difinnt refractive 



" "" ' ' ' ■ ' 11 floaton the surfaceof 

le water and turpentine 
meet, the port seen through the turpentine being more displaced than the 
part seen through the wnier. From this it follows that turpentine must 
have 3. higher refractive index than water, for the thickness and the inclina- 



66. It can be shown by experiment that the direction of a ray 
emerging from a plale is parallel to that of the incident ray. We might 
have started with this as an enperimenial fact, and iben have deduced from 
this the statement made in Arts, 47, 48, viz. that the index of refraction 
from any medium into air is the reciprocal of the index of refraction from 

The interposition of a. 
plale of glass not only causes 
a lateral displacement, bul 
also makes an object appear 
Hearer than it really is. Thus 
lo an observer looking at a 
point S (Fig. 53) Ihroogh a 
glass plale, the apparent 
position of Ihe point is at 
S'- — (o one side and nearer. 
This latter result is not only 

produced when Ihe incidence 

I. obllqu.. bn. .So j.h.n it 1. „ „._„„„,„, „„„,, , p„„, 
normal (see An. 53}. 

s plale in any position may 



66. Multiple Iroagee.— Refraction plays a part in the production of 
ibe multiple images described in Art. 25. Suppose a ray of light from a 
source S (Fig. $6) to fall upon a plate-glass mirror. Part of the light is 
raflecled from the from surface of the glass, and produces an image which 
is seen in the direction of S'. Part of it is refracted into the glass and 
then reflecled from Ihe silvered surface : of this, a pari is again refi^cled 



rrom (he back of the plate and rebaclioo into air proceeds parallel lo Ibe 



57. Befractlon throtigta Prisms. — A prism is a wedge-sbapKl 
portion of a rerracliiig medium contained between two plane faces, flit 
angle belween the faces is called the refracting atgle of Ihe priam, and Uie 
line along which the faces meet is called the edge of (be prism. Fig. 57 
represents an equilB(eral glass prism (the section of which is an eqnjlato^l 
(riangle). 

I.e( abc {Yis- 58) be a section of a. prism of which (he refracting aoglc 
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tbe prism at E is refracted towards the norniBl and travels througb the 
prism it) the direction EE'. On leaving the prism at E' the ray is passing 
from a. denser to a rarer medium : hence it is refracted away/rmn the 
ncrmal along E'D', Thus, in our figure, the ta.j at each refraction is 

Produce DE and D'E' to meet. The angle FGD' is called the an^te 
or deviation : it is the angle between the directions of the incident and 
emergent rays, ant! measures the total deviation produced by the prisin. 
The deviation is always away from the tdgi of Iht prism. 

The glass pendants attached to chandelien are osually triangular prisms. 
and can be used for illualraling the behaviour of prisms. The eflect of 
interposing a prism between your eye and an object is to shift the apparent 
position of the object loinarda the edge of the prism. Thus an observer 
at D (Fig. 58). looking through a prism at an object D'. would see a 

58. *J<iilTniim DeriatlOU, etc — The deviation produced by a prism 
depends not only upon its angle and refractive index, but also upon its 
position with refcreace to the direction of the incident lighL II can be 
proved that the deviation is least (or a minimttm) when the angles of 
incidence and emergence are equal. When this is the case, the path of 
the ray within the prism is equally inclined to the two faces (as in Fig. 58), 
and the position of the prism in which this occurs is called the ■fisilionof 
minimum ittviafien.' This is the position in which prisms are usually 
placed in optical experiments. 

In the case of prisms of small angle (say up to 15°) the deviation is 
approiomalely proportional to the angle of the prism. This should be 
borne in mind when we come to consider how a lens acts (Art 63). 

EXPT. 35. — On a table or drawing-board place a prism with its edge 
vertical Beyond (be prism slick a pin (to represent a source of light). 
Look through the prism and note the apparent position of the pin ; this 
depends upon the position of (be prism. Twist the prism slightly. fJRt in 
one direction and then in the other : find by trial the position in which the 

By using four pins — two on one side of the prism and two on the other 
— you can fix the directions of the incident and emergent rays and then 
measure the deviation. (When the pins are properly adjusted they shoi^d 
all appear to be in a straight line.) Do this with two prisms of the same 
an^e but of different materials, and observe that the deviations are 
differertT (./. a prism of flint-glass produces a greater deviation than one 



66. Objects seen through prisms generally exhibit coloured edges : the 
cause of this will be explained in Chap. IX. 

Several of the experiments described in the present chapter are suitable 
for projection with the lantern, e.g. Expts. 3'-34- 

The efiecl of heal in altering the refractive index of liquids and (ues 
has been referred to in pp. 90 and 93. ^ 



Examples on Chapter VI 

I. Explain Ihe apparent bendini; of a stick when dipped inio water, 
tlaling broadly from experience Che most favourable conditions for observ- 

3. Light falls Bl a given angle on a plane refracting surface, for which 
the refractive index is 5/4. Show, by a geometrical constraclion. drawn, 
as well as you can, to scale, how to find the path of the refracted ray. 
(Apply the conslruclion given in Art. a6. j 

3. A ray of light passes from one medium into a second, the angle ol 
inddence being 60°, and the angle of refraction 30° : show (hat the indei 
of refraction is V3. 

4. The critical angle for a certain medium is 45° ; show thai its index 
of refraction is VS. (See Art. 49. ) 

5. Draw accuraidy the path of a ray of simple light throi^h a 45° 
prism* of glass, whose index of refraction is ^. drawing the ray incident od 
one face in a direction perpendicular to the other face. 

6. The shadow of a red-hot poker is cast on a white screen by means 
of a lime-light lantern. Explain the smoky appearance on the screen just 
above the shadow, 

7. Explain the qtiivery appearance seen above hot bricks or rocks, and 
[he streaky appearance of water in which ice or sugar is being dissolved. 

8. Draw figures showing the path of a ray of red Ught through a glass 
prism in the three following cases :— 

[]) When (he incidence is very oblique, 
(a) When (he deviation is a minimum. 
(3) When the incidence is normal. 

9. How would you determine by experiment the path of a ray of light 
through a glass ptism? 

10. A cube of clear glass is placed on a horizontal sheet of white paper 
so that the middie of its lowest face is over a black spot on the paper. 
Draw and explain diagrams to illustrate the apparent position of the spot 
10 an observer looking at 11 (1) through the top, {x) through one of the 
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CHAPTER VII 

LENSES 

60. A lens is a. portion of a refracting medium boiinded 
either by two curved surfaces or by one plane surface and one 
curved surface. The only lenses which we shall consider are 
glass lenses of which the curved surfaces are portions of 
spheres. We shall further assume that the greatest thickness 
of the lens is small compared with the radii of curvature of 
the surfaces. 

el. Kinds of Lenses. — Lenses may be divided into two 
classes : — 

I, Those which are thicker at the centre than at the edge. 
These are called convex or conversinff lenaeB. Sections 

ABC a X r 

u( nc 

Fig, 59, Fig. 60. 

of three lenses of this kind are shown in Fig. 59. Of theso 
A has two convex surfaces and is called a double-convex lens ; 
B has one plane and one convex surface and is called a. plano- 
convex lens ; while C is called a converging meniscus. 

II, Those which are thinner at the centre than at the edge. 
These arc called concave or diver^ng lenses. Three 
lenses of this kind are shown in Fig. 60. Of these D is a 
double concave and £ a plano-concave lens, while F is a 
diverging n 



ea. The principal axis of a lens is the line joining the 
centres of curvature of its two spherical surfaces. The axis 
of a plano-convex or plano-concave lens is the line which passes 
through the centre of curvature of the spherica.) surface and is 
perpendicular to the plane surface, 

A ray of light travelling along the axis of a lens falls 
normally on bolh refracting surfaces, and therefore passes 
through the lens without suffering any deviation. 

' canvexlens the inclination 



wards from the centre 
(or axis) of the lens 
towards the edge. 
Thus we may imagine 
the section of the lens 
to be made up of a num- 
ber of prisms of gradu- 
ally increasing angle, 
as shown in the accom- 
panying diagram. 

We know that a ray 
of light in pas»ng 
through a prism is 
deviated towards its 
base, and that the 
amount of the devia- 

angle of the prism in- 
creases. Now suppose 
a beam of parallel rays 
to fall upon the prism- 
lens, shown in Fig. 61. 

■ The rays would be 
bent towards the axis, 
those near the edge 
being deviated moie 
than those nearer the 
centre. The result 

into a convergent pencil 



This is the way in which convex lenses act. Their general 
effect is to render Iransmiiled rays more convergent. 

The section of a concave lens may be regarded as being 
built up of a number of prisms of gradually-increasing angle, 
arranged with their bases outwards (or away from the centre). 
The general effect of such lenses is to render transmitted rays 
more divergent. 

Thus the properties of convex lenses are similar to those of 
concave mirrors ; while the properties of concave lenses are 
similar to those of convex mirrors. 

64. Optical Centre of a Lens. — The axis is not the 
only direction in which a ray of light can pass through a lens 
without suffering deviation. There is one point on the axis of 
every lens such that, if the path of a ray within the lens passes 
through this point, the emergent ray is parallel to the incident 
ray. This point is called the optical centre of the lens, and 
any line passing through it is called a secondary axis of the 
lens. In the two accompanying diagrams of convex and 
concave lenses O is the optical centre, and the hne lOI' is a 
secondary axis. At the points I and I' where this line meets 
the lens its two surfaces are parallel to one another, and 
consequently the lens acts upon a ray traversing it in this 
direction just as if it were a parallel -sided plate ; the ray 
emerges parallel to its direction before incidence, but suffers a 
slight lateral displacement 
(Art. 54). 

The optical centre is some- 
times simply referred to as 
the centre of the lens. It is 
not necessarily the geomet- 
rical centre : indeed in the 
case of a meniscus it may be 
altogether outside the lens. 
But in the common types of 
lenses shown in Fig. 62 
^double-convex and double- 
concave lenses with surfaces 

of eqt;al curvature) the optical pi,. (j.-OmcA.. Cbntih. 

centre does coincide with the , ■ r , 

geometrical centre, orjs-^nidway between the points A ahd''R 



Without explaining how the position of the optical centre is 
detennined, we may define ii as follows with reference to its 
most important property :— 

The optical centre of a lens is a point on the principal axis, 
and is such that, if the path of a ray 'within the lens passes 
through this point, the emergent ray is parallel to the incident 

Assuming the thickness of the lens to be small, we may 
neglect the slight lateral displacement produced and regard 
any ray through the optical centre as passing straight throu^ 
tlie lens ■without deviation. We may further neglect the thick- 
ness of the lens altogether and regard O as coinciding with 
either A or B (Fig. 62). 

66. Principal Focus. — When a pencil of rays parallel to 
the principal axis of a convex. lens falls upon the lens, the rays 
after transmission through it converge to a point on its axis 
'F, Fig. 63). This point is called the principal foous. 



Fig. 63.— Convex Lkks : Principal Focus. 

Since the rays actually pass through the point, the focus is 
clearly real. 

In the case of a concave lens the transmitted rays diverge so 
as to appear to come from the principal fpcus (F, Fig. 64), 
which is therefore virtual. 

66. Focal Length. — The principal focal distance or 
focal length, of a lens is the distance between the principal 
focus and the lens itself (or, more strictly, its optical centre). 
This is usually denoted by the letter/ 



Applying the rules for signs given in Art. 30, it will be 
seen that the focal length of a convex lens is negative, while 
tiiat of a concave lens ^positive. For all distances have now 
to be measured from the lens (or its optical centre). Now in 
the case of the convex lens (Kig. 63) the source of light is on 
the right hand of the lens, and the principal focus is on the 
left hand. Hence the fOeal length (CF) is negative (-), 

In the case of the concave lens (Fig. 64) the principal 
focus is on the same side as the source of light (the right hand), 
and therefore the focal length is positive ( + ). 



Fig. 64.— Concave Uns: Pkihcifal Focus. 

67. Parallel Beam. — We may always suppose the 
direaion in which a ray of light travels to be reversed : it will 
then exactly retrace its original path. Applying this principle 
of reversal to the convex lens (Fig. 63), we see that, if the 
path of an incident ray passes through the principal focus, the 
my will, after transmission, go off parallel to the principal 

Thus a parallel beam of light can be obtained by placing a 
luminous point at the principal focus of a convex lens. As a 
source of light we may use a small brightly- illuminated hole in 
a cardboard screen (Art. 37). 

A more powerfiil beam of parallel light can be obtained 
from the optical lantern, the source of light being placed at the 
principal focus of the ' condenser,' which usually consists of a 
pair of plano-convex lenses. Convex lenses are used in the 
same manner in lighthouses, in signal bmps, an-i in, the 
common 'bull's-eye' lanterns. ''^ll'- 



68. OoajUffate FooL — The following proposition can be 
proved by the laws of refraction to be very approximately true, 
and we shall presently see that experiment confirms it. When 
rays from a luminous point on the principal axis of a lens fall 
upon it, the transmitted rays either converge to another point 
on the axis or appear to diverge from such a point. In the 
former case (when the rays actually pass through it) the point 
is called a real focus : in the latter case (when they only appear 
to diverge from it) it is a virtual focus. 



Fig. 6;. Conjugate Focus (Real], 

In the case of a convex lens the focus is real when the 
source of tight is beyond the principal focus of the lens, and is 
virtual when it Is nearer to the lens than the principal focus. 
For we have seen that rays diverging from the principal focus 
of a lens are rendered parallel by transmission through it. 
Now if the source of light be at P (Fig. 65), beyond the 
principal focus (F), the divergence of the incident rays is less, 



Fig. 66. Conjugate Focus (Virtual). 

and by transmission through the tens they are made to 
converge to a point P' on the other side. 

If the source of light be nearer, as at ^ (Fig. 66), the 
divergence of the incident rays is greater than when the 



source is at the principal focus : thus ihe lens cannot even 
render them parallel, but it diminishes the divergence so that 
the transmitted rays appear to diverge from a point p on the 
same side of the lens but farther off. 

In Fig. 6s P' is the image of P formed by the lens. Now, 
if you suppose the direction in which the light travels to be 
reversed, it will be clear that P is also the image of P', The 
points P and P' are called conjugate foci, with respect to the 
lens : they are so related that one is the image of the othtr as 
formed by the lens. This may be taken as a definition of 
conjugate foci ivhen both are real. 

When one of the foci is virtual the case is somewhat 
different. Thus in Fig. 66 p' is the image of p, whereas p 
would not be the image of ^. But the principle of reversal 
still holds good : a pencil of rays converging to p' would after 
transmission through the lens converge to p. 

6S. Equation for Conjugate Pool. — It can be proved 
that the distances of the conjugate foci P and P' are connected 
by the relation 

rr-p ■■■(') 

where f denotes the focal length of the lens, p the distance 
of the point P (the object or source of light) from the lens, 
and p) the distance of P' (the corresponding focus or image) 

This is the fundamental equation for ienses, and with the 
proper conventions as to signs (see Arts. 30 and 56) Jt holds 
good for both convex and concave lenses. 

Compare this with the equation for mirrors given on p. 153. 
You will be less liable to confuse the two if you at once notice 
(i) that the present equation contains a minus (- ) instead of 
a plus sign, and (2) Ihat the term containing p comes first. 

70. The farther a source of light is from the lens, the more nearly 
parallel are the rayi! which proceed from il 10 the lens. In fact we may 
regard parallel rays 33 being such as proceed from a source at an infinite 
distance. In this case/ is infinitely great and ^ is infinitely small, or =0, 
Equation (i) now reduces to 



which is in accordance with what was stated in Art. 65. The image ot an 
infinitely distant source of light {t^. the sun} is formed at the principal 
focus of Ihe lens. 

71. Etzomples. — i. The focal length of a convex lens is 15 cm. 
Rays of ligfat diverge from a poini on the principal axis of the lens and 
90 cm. in front of it : lo what point vvill they converge after refraction 
through the lens? 

L.et fi' be the required distance of the conjugate focus from the lens. 
Since the lens is convex, its focal length is negative : thiis/= - 15. 
and / = -I- ao. Inserting these values, laiti Ihtir fmfer ligni, in 
the equation 



3. irthelumina 
how would the ray 

equation, i 



60 6o' 
and ^' = + 60 cm. The conjugate focus is on the same side ol 
Ihe lens as the luminous point. This is what might have been 
expected, for the source of light is at a smaller distance Irom the 
lens than its focal length. This case corresponds to thai illustrated 
in Fig, 66 : the transmitted beam is divergent and appears lo 
proceed from a virtual focus 60 cm. from the lens and on the 
same side as the incident lighl. 

3, Rays of light diverging from a point 6 in. before a letis are brought 
a. focus iB in. behind it ; what is the focal length of the lens ? 
Here/= +6 and>'= - 18, The value of/is given by the equation 
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The focal length is - 4J in. Since it is negative, the lens n 



Convex Lenses 

72. Geometrical Oonatruotion for Imaga. — Images 
produced by convex lenses may be either real or virtual. In 
discussing the formation of irnages by lenses we shall make 
use of geometrical constructions similar 10 those employed in 
the case of mirrors (see Arts. 32, 33, and 35). 

Among the many rays which proceed from any luminous 
point to the lens, there are three whose directions after refrac- 
tion are easily followed :— 

(1) Any ray whose path passes through the optica! centre 
may be regarded as passing straight through the lens (Art. 64). 

(2) Any ray parallel to the principal axis is refracted so as 
to pass through the principal focus. 

(3) Any ray whose path passes through the principal focus 
will, after refraction through the lens, proceed parallel to its 
principal axis. 

If we wish to find the image of any luminous point, we need 
only follow out the directions of two of the above-mentioned 
incident rays — say (i) and (a) — and find the point of inter- 
section of the refracted rays : this is the image of the luminous 
point. If the refracted rays actually intersect at this point, 
the image is real ; if they have to be produced backwards 
(in front of the lens) before they intersect, the image is 
virtual. 

73. Reel Images,— Let AB (Fig. 67) be an object in 
front of a convex lens whose optical centre is at O and prin- 
cipal focus at F. OF is the direction of the principal 
axis. 

Join AO and produce it : the ima^e of A lies somevflt^re 



along this line (which is the secondary axis through A). From 
A draw a second incident ray parallel to the principal axis : 



Pig. 6j — Ebal, Inverteo, and Eklabged Ihagb. 

ihc corresponding refracted ray passes through F. The image 
of A lies somewhere along this ray : it must therefore be 
formed at a, where the two refracted rays intersect. 

Similarly the image of B is found to be at b. The images 
of points lying between A and B are formed at corresponding 
points between a and b. ab is the image of AB. 

The image is real. Not only can it be seen by an eye 
placed in a suitable position, but it can also be thrown on a 
screen (see Expt. 37). 

In Kig. 67 the image is enlarged, but this is not always the 
case. We shall see in the next article that the size of the 
image depends upon the distance of the object from the lens, 
and that it may be either enlarged or diminished. This will 
also be evident from the following consideration. Whenever 
a real image is formed, the image and object may change 
places. Thus if ab in Fig. 67 were an object, AB would be 
its image, and in this case the image would clearly be smaller 
in size than the object. 

The object and its real image are always on opposite sides 
of the lens ; and, since the rays which pass through the centre 
(O) of the lens cross each other at this point, the real image 
is always inverted. 

74. Relative Sizes of Imaire and Object. — In order 
to find the relative sizes of image and object, we take as our 
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obiect the straight line AB (Fig. 68) drawn perpendicular t 
the principal axis BCF of the lens. The image of A is at i, 
the position of which is found by the usual geometrical cor 



sttiiction. The image is completed by drawing ai perpendicu- 
lar to the principal axis (the image of B being at 6 on the 
axis). 

The triangles abC and ABC are similar ; for the opposite 
angles at C are equal and the angles at b and B are right 
angles. Hence (Euclid, VI. 4) the sides about these angles 
are proportionals, i.e., 

a6__bC 

AB""BC' 

NowdC is the distance of the image from the optical centre 

of the lens. If we suppose the thickness of the lens to be 

small, we may say that bC is the distance of the image from 

the lens, and BC is the distance of the object from it. Thus 

The relative sizes 0/ image and object are as their respective 
ili stances from the lens. 

If we denote the sizes of image and object by I and O, and 
their respective distances from the lens by ^ and fi, we may 
state the result in the form 

i-/ ■ ■ ■ <=> 

76, The above result is true for all images formed by 
lenses. When we come to consider virtual images and con- 
cave lenses, you should follow out the proof for yourself in 
each case. Notice also that here the relative siaes are ex- 
pressed directly in terms of distance from the lens. In the 



case of mirrors (Art, 34) the proof was not so simple. The 
diagram (Fig. 33) gave the relative sizes in terms of the 
distances from the centre of curvature, and then we had to 
prove that the sizes were also proportional to the distances 
from the mirror itself 

The ratio (- j between the sizes of image and object is 
called the magnification. Here, as usual, the word 'size' 
refers to linear dimensions. 

When an object is placed at a distance 2/ in front of a 
convex lens of focal length / a real image is formed at an equal 
distance behind the lens, and the image and object are of the 

For example, suppose an object to be placed 60 cm. in front of 
a convex lens of 30 cm. focal length. To find the position of the 
image we have to put^= +60 and/= -30 in the equation 



30 fi 60' 

p' 60 30 60' 
and .-. /'= - 60. 

The image is formed 60 cm. behind the lens. Since the 
image and object are equally distant from the lens, they are 
also equal in size. 

When the distance of the object from the lens is greater 
than if, the image is diminished. When the distance of the 
object is less than if the image is enlarged. Hut no real image 
is formed when the distance of the object is less than /(see 
Art. 79)- 

76. Examploa.— I. An object is placed at a distance of 3 ft. in fronl 
of a lens and the image is formed i ft. behind the lens. What is the focal 
length of the lens ? and what kind of lens is il ? 



,;l;.Ct)()l^lu 



CONVEX LENSES 



The focal length is ] fl. or 9 in. , and since il is negative the lens is 

s. An object whose length is s cm. is placed at a distance of la cm. 
Dm a convex lens of 8 cm, focal length : where is the image formed 
id bow long is it!" 

Here/= - 8 

The distance 



at a distance of 34 cm, on the 
distance from the lens is twice 
that of the object, its length is also twice that of the object, or 

3. I have a convex lens of 15 cm, focal length. How far from an object 
must I hold It so that il may produce a real image of the object magnified 
Ihree times ? 

Suppose p and p' to be the required distances of the object and image 
from the lens. Since the image is 10 be three times the siie of the 
object, its distance from the lens must be three times as great, or 
P' = 3f (numerically). 
It mnit, however, be noticed thai in slating the relation 

h'i fl 

in Art. 74. we took no notice of thenjfiu of the quantilies ^ and >'. 
Since our image is to be real it must be formed on the oppesUt side 
of the lens (as in Fig. 68); thus /' is aej oWm and = -3^. 
In the ustial equation 

~rp' ~ 7 

we have now to put /= - 15 and p'= ~3p. We thus get the 



in which p is the only unknown quantity. Solving this we fin 
that /= + ao. Thus the lens must be held at a distance of 3 
cm. from the object. The image is formed at a distance of 60 en 
(3 X ao) on the other aide of the lens. , 






LIGHT 



[In working out questions ol this kind, a diagram drawn roughly lo scale 
is an usefui guide. Vou can also check your work by finding out whether the 
values oSp sjuip' found are in accordance Willi the value of/ given.] 

77. Experimental Illustrationa — The student should 
now perform the following experiments with a convex lens, and 
then proceeti to measure carefully the focal length of several 
convex lenses by the methods described in Art, 78. The large 
(front) lenses of an opera-glass or telescope will do ; but the 
best plan will be to gel from an optician a few cheap unmounted 
lenses of focal lengths varying from 2 in, to i ft. (say 5-30 cm.) 
These can be mounted in wood or cork mounts and clamped 
to a retort-stand. For purposes of measurement, the lens, 
candle, and screen arc best mounted on the optical bench 
(p. 129)- 

ExPT. 36. — Focus the sun's rays on a sheet of paper by 
means of a strong minify! ng-glass. The bright round spot 
of light is an image of the sun, and is formed at the principal 
focus of the lens (Arts. 66-69). The focal length of the lens h 
the distance between it and the image. 

Strong convex: lenses are often called ' burning-glasses,' 
because they concentrate heat as well as light at the focus. 
Bits of paper and chips of wood are easily set on fire by 
focussing the sun's rays on them. We have thus a proof that 
' radiant heat,' like light, can be refracted. 

ExPT. 37. — Place a lighted candle at one end of a dark room. 
In the middle of the room, and at the same height as the 
flame, place a convex lens. Move a screen backwards and 
forwards on the other side of the lens until the real inverted 
image of the flame is sharply defined on it. Proceed as in the 
case of the concave mirror (p. 160, Expts. 19 and 20). Notice 
particularly the following points. 

The image is real, inverted, and diminished. If the distance 
of the candle is great compared with the focal length of the 
lens, the image is formed very nearly at the focus. If you 
lower the candle, the image rises, and vice ■vena : the image of 
a point always lies on the secondary axis passing through (hat 

As the candle moves up towards the lens, the image moves 
away from the lens and becomes gradually latter. Measure 
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the distances of the object {p) and image (fi') from the lens in 

several positions, and see whether -,-r remains constant and 
/ / 

equal to ^ (See Art. 69. Remember that ^ is negative here. 
If you focus the image carefully, your results should agree with 
the theory.) 

When the candle and screen are at equal distances from 
the lens, the image is equal in size to the flame itself The 
distance of each frotn the lens is 2/, or the focal length is one- 
quarter the distance between the candle and its image when 
both are equal in size (Art. 75). 

As the candle moves still nearer the lens the image moves 
still farther away : it is now larger than the object, but remains 
real and inverted. This holds good for distances of the object 
between ifarAf. 

When the flame is at the principal focus it gives a parallel 
beam or forms an image at an infinite distance. When it is 
still nearer the lens (/</) no real image is produced, but on 
looking at the flame through the lens you see a virtual, erect, 
and enlarged image. 

78. Uethode of Finding Focal Ij&agVb.. — The focal 
length of a convex lens can be measured by any of the 
following methods : — 

I. By allowing a beam of parallel rays — or rays from any 
very distant object — to fall on the tens. An image of the 
object is formed at the principal focus (see Expl. 36), 

II, The above method can be modified by making use of 
the lens itself to form the parallel beam. 

Suppose F (Fig. 69) to be a source of light placed at the 
principal focus of a convex lens C. After passing through the 
lens the rays of light would form a parallel beam. Now let a 
plane mirror MM' be held normally in this beam, so as to 
reflect the light back. Each ray would travel back along its 
own path and would again be refracted by the lens, so as to 
pass through its focus F. Thus an image coincident with the 
source of light would be produced. 

This gives U5 a simple and accurate means of measuring 
the focal length of the letis. It is similar to Method 111 for 
concave mirrors, and is carried out with the apparatus there 



described (p. 162). SS' ia a cardboard screen provided with 
liole and cross-threads. The hole is brightly iliuminaced by 




an Argand burner placed behind (at L). The lens is placed 
at a distance from the screen roughly equal to what the focal 
length is supposed to be. The exact distance of the mirror 
from the screen is not important ; it should be tilted so that 
the blurred spot of light seen on the screen should fell just by 
the side of the hole. 

Now move the lens backwards or forwards until this 
blurred spot becomes a bright image of the hole, with the cross- 
threads well defined. The distance between the screen and 
the lens is now the focal length, 

in. By throwing a real image of an objea on a scieen, 
and measuring their respective distances from the lens. The 
focal length can then be calculated Irom the equation 



/ / / 

As an object we may use a candle-flame or the hole and 

cross-threads above described. Measurements should be made 

with the object at different distances. The value of / should 

be calculated from each experiment, and the mean value taken 

IV. Find by trial that position of the object which gives an 
equal-sized real image at an equal distance on the other side of 
the lens. Measure the distance between the object and the 
image : one-fourth of this is the focal length. This is simply 
a special case of Method III. 
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70. Tirtual Imaaee.— Virtual images arc produced by 
convex lenses when the distance of the object from the lens is 
less than its focal length. 

In Fig. 70 the position of the focus is marked at F and F' 
on ether side of the lens. The object AB is between the lens 
and its principal focus. C is the optical centre of the 
lens. 

Join AC. The image of A lies somewhere along this line, 




Fig. ja- 



which is the secondary axis through A. From A draw a ray 
parallel to the principal axis of the lens : this is refracted 
through the focus F. These two rays do not meet, however, 
if they are produced on the left-hand side of the lens. But 
if produced backwards they do meet at a point on tfie same side 
of the lens as the object, and this point is the virtual image of 
A. The image of B is found in the same way, and lies on the 
secondary axis CB. 

An observer looking at the object AB through the lens sees 
a virtual, erect, and enlarged image of it. Thus a convex lens 
can be used as a ' magnifying-glass ' or simple' micros cope for 
examining small objects or reading small print. 

The magnification depends upon the relative distances of 
the image and object (Art. 74). These distances are given by 
the usual equation for conjugate foci (see examples in Art. 81). 

80. Table of Resulta — In the following table / denotes 
the focal length of the lens, which is supposed to be convex. 
Distances are measured from the lens. 





!,.„.. o..«^. 


c».„,„„,„„,.„. 


Infinite . 


/. . . . 


Real, inverted, diminished. 


Greater than nf . 


Between/and a/ , 




y . . . 


:/.... 


Real, inverted, equal in siie. 


Between 2/ and/ 


Greater than 3/ 


Real, inverted, enlarEed. 


Less than / 


Greater than / (on 
same side as object) 


Virtual, erect, enlarged. 



81. Stzamplea. — i. An object is placed al a distance al lo cm. from 
a convex lens of 15 cm. focal length : find (he position and char 
of the Image. 

Here/= - 15, lip' is the distance of Ihe image fnjm the 1 



Jicd ihref 



The image is formed at a distance of 30 cm. 
and on the same side as Ihe object It is therefore 
lei. Since ^' = 30 and/= 10, Ihe image is ma^- 



2- If an object at a distance of 3 in- from a convex lens has its imOf^ 
magnified three limes, what is the focal length of the lens? 

There are two solutions 10 this problem, for the image may be eithei 
real or virtual. In the hist case the image and object arc on 
opposite sides of the lens ; in the second case both are on the 
same side of the lens. 
In both cases, since the image is three times as large as the object, 
its disunce from Ihe lens must be three times that of the object : 
but this only gives us the mrmeHcal value of/' in terms of/ with- 
out stating whether il is positive or negative. 

( I ) Image real — 
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"93" 



or ihe focal length of ihe lens is - i| In 
/ is pobiiive and = 3/= +9 In. 



/ 9 3 9' 

le Tocal lenglb in Ihls case b - 4J inches. 

Concave Lenses. 



82. Imaffee produced by Concave Lenoes are always Virtual, 
E*ect, and rHmlnlshed.— Let AB {V\%. 71) be the object, O the 
Dptkal centre 0/ (he lens, and F its focus. 

A lay proceeding from A parallel to the principal axis will, after refirac- 



ion through the lens, appear to come from F in ihe direction of ihe dotted 
ine. This line inlersects the secondary axis AO at a. Rays proceedlDg 
rom A emerge from the lens as though they came from the point a. a a 
he virtual image of A. Similarly i is tile virtual Image of B. 
"Hie image at is virtual, erect, and dimicished. This is not only the 



case when Ibe objecl is beyond F (as in our figure), bul is always tiue I 
all images fonned by concave leases. 

88. Bxamplea. — i. The focal length of a concave tens is 3 inche 
Rays of light diverge from a point on its axis, and 6 in. from it. He 
will tlxy proceed after refraction through the lens? 

Here>=+6a[Kl. since Ihe lens is concave, /= +3. The distance 
the conjugate focus is given by the equation, 

3"?" 6' 



The conjugate focus is at a distance of a in. from tbe lens. Since il 
is on the same side { + ) as the source it is virtual. The rays after 
refraction proceed as though they divoged from a point 3 inches 



The focal length of the lens is given by the equation. 



Examples o 
Read CMefully the rules and in 
6B-70. Observe how these are applied in the solved examples in Arts. 71. 
76, 81, and 33. Draw diagrams roughly lo scale for the purpose of 
guiding and checking your algebraical worlt. When you are about 10 sub- 
stitute the numerical value for any symbol in an equation, be careftil ID 
give it the right sign ( + or -- }. 

The focal length of a convex lens is nigalive. 

The focal length of a concave lens xs positive. I 

When/' is found lo be positive, the image is formed on the same side 
of the lens as the object, and is virtual; when/' is negative the image is 
formed on the opposite side of the lens and is real. 

Tbe size of the image is to that of the objecl as /' is to /. But if ibc 
image is real, p' is ntgalive : if it is virtual, /' Hftsilive. 

I. Rays of light diverging from a point i H in front of a lens w 
brought to a focus 4 inches behind It. What is the nature of the lens, mtd 
what a its focal length ? i 



a. The focal length of a convex lens is g cm. 
from a point on its axis and 13 cm. in front of it 
the conjugate focus. 

3. Rays of light diver 
Tlie focal length of the li 
lion through it ? 

4. If an object is placed i ft. from a convex lens of g inches focal length, 
ivhere is the image formed 7 

5. An arrow 4 incites long is placed to inches in front of a convex lens 
whose focal length is 4 inches. lUustiate by a figure, and find the position 
and length of the image. 

6. An object is placed at a distance of 60 cm. from a convex lens of 1 5 
cm, focal length : where is the image formed 7 Compare its size with that 
of the object. 

7. An object whose tenglh is j cm. is placed at a distance of la cm. 
from a convex lens of 8 cm. focal length : what is the length of the image 7 

8. A candle is placed at a distance of 10 ft. from a wall, and it is found 
that when a convex lens is held midway between the candle and the wall, 
a distinct image is produced upon the latter. Find the focal length of the 
lens, and the relative sizes of the object and image. 

9. A coin half an inch in diameter is held i ft. in front of a convergent 
lens : if (he focal length of the lens is a in. , find the position and magni- 
tude of the image. 

10. Draw figures, approximately to scale, showing the paths of the raya 
of light, and the positions of (he images formed when a luminous object Is 
placed at a distance of (i) i inch, (a) 6 inches from a convergent lens of 

11. An object is placed 8 in. from a < 
34 in, from the lens on the other side, 
[hie lens, where would the image be ? 



c from the candle a distinct 



14. A convex lens is held 5 ft. from a wall : and It is found [hat there 
is one position in which an object can be held so that a real image of it, 
magnified five times, is thrown upon (he wall. Determine this position, 
and also the focal length of the lens, 

15. You are provided with a convex lens of iS in. focal length, and are 
required to place an ohjeti in such a position that its image will be 
magnified three limes : find the positions which will give (i) a real, and (3) 
a virtual image of the required size. 

16. A person looks at an object through a concave lens of i foot focal 
length, the object l^elng 5 feet beyond the lens. Draw a figure showing 
the paths of the rays by which be sees the image formed, and det^^ 
its position. 



CHAPTER VIII 

OPTICAL INSTRUMENTS 

84. The Optical Lantern. — -In its best-known form— 
the ' magic-lantern ' — this instrument is mostly used for pro- 
jecting upon a. screen images of pictures photographed or 
painted upon glass. These are called ' slides.' The slide, held 
in a suitable slide-holder (j Fig. 72) is placed just in front 
of the condensing lenses cc, which are so called because they 
condense upon it the light emitted by the source /. The slide 



thus forms a brightly-illuminated object, in front of which is I 
placed the ' objective ' or projecting lens. This is generally » 
compound lens, but we may regard it as a simple lens of 
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which the optical centre is at a. The objective produces a 
real, inverted, and magniiied image of the slide. This image 
is focussed on the screen by sliding the lens-holder h backwards 
or forwards : a finer adjustment can be made by the focussing- 
screw/ 

If the image on the screen is to appear right-side up, the 
slide must clearly be put in upside down. 

85. A Photographic Oemera or camera obscura consists 
of a small dark chamber, the body of which is generally made 
of folded leather or cloth, after the manner of a bellows, so that 
it can be shortened or lengthened at will. The front consists 
of a wooden board in which is mounted a lens. This throws 
an image of external objects upon a sheet of ground-glass let 
into the back of the camera. When the photographer is about 
to take a portrait or view he focusses this image sharply upon 
the ground-glass screen by moving either the back of the 
camera or the lens front. The screen is then replaced by a 
sensitised plate, which is usually a plate of glass coated with a 
film of gelatine containing finely-divided salts of silver. 

86. The Eye.^From an optical point of view the human 
eye may be regarded as a camera obscura in which the glass 

is replaced by a sensi- 
tive membrane {rrr. Fig. 
73) called the retina. 
It contains a double- 
convex lens — the crys- 
lalline lens, o — which 
divides the eye into two 
chambers. The posterior 
chamber is tilled with a 

jelly-like substance called Fig, ^^ 

the vitreous humour (w). 

The anterior chamber is filled with a watery liquid called the 
aquepus humour (a) : this is bounded in front by the cornea 
(c<r), a tough transparent membrane shaped like a very convex 
watch-glass 

Partly by refractions through these humours, but mainly 
by the action of the crystalline lens itself, images of external 



objects are formed upon the retina. For further explanation 
of the way in which the nerves are affected and the sensation 
of vision produced, the reader is referred to books on 
Physiology. 

87. InBtrumentB for Magnifytoa;. — In Art. 79 ^e saw 

how a magnified virtual image of an object could be produced 
by means of a convex lens placed at a distance from the object 
less than its focal length. 

When greater magnifying powers are required the following 
method is used. Let AB (Fig. 74) be the object and a 
convex lens which produces a real image of it at ab. This 
image can not only be thrown on a screen or viewed directly 



by an eye placed behind it, but it can also be observed b)' 
means of a second convex lens. For this purpose the lens niusi 
be placed at a distance from ab less than its focal length. An 
observer looking through the second lens sees at A'B' a 
magnified virtual image of ab. Instead of examining the ohject 
itself with a magnifying-glass he applies the magnifier to an 
image of the object. 

This principle is employed in the construction of compound 
microscopes and astronomical (refracting) telescopes. The 
image seen is evidently inverted, but in the instruments named 
this causes no great inconvenience, 

EXPT. 38. —Select iwo conveji lenses for carrying out the melhod above 
described. Use as your object a pair of cross-wires, or a piece of groiuid- 
glass on wliieh a. small arrow has been drawn v.iih a fine hard pencil. 
Illuminate the otiject brightly by a gas-flame. 

The lenses are most easily adjusted as follows. Focus on a seconil 
groond-Blass screen (he real image produced by the first lens. Mack its 
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position with a pencil on the glass. Focue the , 
tecond lens on (his mark by moving it backwards 
or forwards until a. magnified virtual image of the 
marit is seen on looking through the lens. Now 
remove the glass and you will see a magnilied and 
invened image of the otject. 




r«. 75. 



-This 



88. AstronomlcBl Telesoope. - 
sists essentially of two lenses : |i) a large lens of 
considerable focal length called Ihe tiijtei-giais. 
and (a) a smaller lens |or system of lenses) of 
shon focal length called Ihe lyi-piccc. When the 
telescope is directed towards a star, a real, dim- 
inished, and inverted image of the star is formed 
at Ihe focus of the object-glass. This image is 
observed through the eye-piece, just as if it were 
an actual object, anil thus a second and magnified 

60. Th« Otnnpouud Mioroscx}pe differt 
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from the lelescope in having c small object-glass of short local length. 
By placing this al a suitable distance from the object a magnified real 
image is obtained. The path of the ra;s within the microscope is shown 
in Fig. 75- The object-glass O produces at oi*, a, real image of the object 
ni. This image, already magnified, is viewed through the eye-piece (yand 
thus the observer sees at .^B a virtual and greatly magnified image. 

90. OaUleo's Telescope— Opers-GIase.— In the earliest form of 
telescope, invented by Galileo, the object-glass consists as usual of a 
convex lens, hut the eye-piece is a concave lens. The way in which (he 
lenses act will be understood from Fig. 76. The object-glass C alone 
would form at c* a real, inverted image of the object AB. But when the 
concave lens c is interposed, each convergent pencil is converted into a 
divergent pencil. Thus, the rays which would otherwise converge to the 
point a are made, by pas^ng through the concave lens, to diverge from a 
virtual focus at A' (A' being on the secondary ails ac). Thus the 
observer sees at A'B' a virtual image of the dielant object AB. 

An ordinary opera-glass is simply a double-barrelled Galilean lelescope. 
This form of telescope has the advantage of producing an erect image. 

ExPT, 39. — Start as in Expt. 38 ; but instead of using a second convex 
lens take a concave one. Interpose it between the first (convex) lens and 
the image on the screen. Look through the concave lens and adjust its 
position until you see dislinctly a virtual, erect image of the arrow. 
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CHAPTER IX 
DISPERSION AND COLOUR 

91. In experimenting with prisms, and in examining the 
images produced by lenses, you have doubtless already noticed 
the appearance of certain coloured edges. These are seen 
even when the object itself is not coloured : indeed they are 
most distinct when the object is white or when it consists of 
a hole or slit illuminated by white light. White light in fact is 
not simple but compound i and by refraction it is split up into 
its component parts. The composite nature of white light was 
discovered by Newton. 

92. Newton's Bxperlment. — Newton allowed a beam 
of sunlight to stream through a small round hole in the window- 
shutter of a darkened room. In the path of the beam he 
placed a glass prism so as to refract the light upwards towards 
the opposite wall. liut instead of seeing on the wall a round 
or oval image of the sun he found that by passing through the 
prism the light was 

coloured band of 

considerable length, 

violet at the top and 

red at the bottom 

(Fig. 77)- This he 

called the spectrum. 

The colours of the Fj^ „ 

spectrum follow the 

same order as the lints of the rainbow ; they pass imper 



ceptibly from red at the one end through all the gradations 
of orange, yellow, green, and blue, to violet at the other end. 

93, We learn from this experiment :— ■ 

(i) That white light is not simple but compound : It is the 
result of a mixture of many colours. 

(2) That these colours can be separated by passing the light 
through a prism, 

(3) That various colours have various degrees of refrangi- 
bility ; violet being the most refrangible and red the least. 

94. Dispersion, — Our second law of refraction (as stated 
on p. 172) is only correct so long as we keep to light of one 
colour, say yellow light. On entering a refracting medium a 
violet ray is bent more than a yellow ray, and therefore the 
index of refraction for violet light is somewhat greater than the 
index for yellow light ; for red light it is less than for either 
violet or yellow. The difference between the amounts of 
bending produced by passing through a prism produces a 
separation or dispersion of the various coloured rays. 

06. Newton also placed a second prism behind the first 
with its edge in the same direction, so as to cause a further 
refraction. He found that no new colour was introduced; the 
second prism simply increased the amount of deviation or 
lengthened the spectrum. 

He then turned the second prism round, placing its edge 
towards the base of the first prism, so that the refractions due 
to the two prisms were in opposite directions. He now found 
that there was thrown upon the wall a white image of the sun 
(slightly displaced, as it would be by passing through a thick 
plate of glass). We learn from this that the various spectral 
colours mixed in the proper proportions can be made to 
recombine and form white light. Other methods of performing 
this recomposition are given in Expls. 43 and 44 (p. 222). 

06, A Narrow Slit ceoesBary. — In Newton's experiments 
the light was admitted through a round hole. Now, if you 
imagine such a hole to be divided up into narrow strips, in a 
direction parallel to the edge of the prism, you will easily see 
that each strip of light would produce a spectrum of its own : 
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these successive spectra would overlap each other, so that the 
colour in each part of the resultant spectrum would be mixed 
up with some of the colours lying on each side of it. For this 
reason the colours in Newton's spectrum were not pure. The 
first requisite for the production Qla.pure spectrum is that the 
light should come through a narrow slit parallel to the edge of 
the prism, in Art. 98 it will be shown that certain other 
adjustments are necessary for projecting a pure spectrum on a 
screen. For the present we shall assume that the spectrum is 
observed directly by looking through a prism at a narrow slit 
or narrow strip of white paper pasted on a black background. 

S7. Ctolour due to Absorption. — Now let a piece of 
coloured glass, say red glass, be placed in front of the slit. 
The more refrangible part of the spectrum (violet, blue, etc.) is 
cut off: only the red and orange get through. By interposing 
the red glass we do not introduce into the spectrum any colour 
which did not exist in it before : hence we conclude that the 
glass appears red not because it introduces any fresh colour 
into the light which is transmitted through it, but because it 
slops or absorbs certain other colours. 

A similar explanation holds good for the colours exhibited 
by bodies when they are viewed, as is more usual, by the light 
which they reflect. For, in general, the reflection does not 
take place wholly from the suriace of the body : some of the 
light penetrates a little distance below the surface, and, in so 
doing, its colour may be modified by the suppression of other 
colours. A rose appears red because it reflects mainly red 
light and absorbs the more refrangible end of the spectrum ; 
and its leaves appear green because they contain a green 
colouring-matter (chlorophyll) which possesses the property of 
absorbing red light. A lily appears white because it reflects 
equally all the component colours of the sunlight. Viewed in 
red light it would simply appear red ; and in blue light, blue. 

9& Production of » pvire 8p«otrun>, — We have already seen in 
Art. 96 that a. narrow alii 13 required for Ibe produciion of a pure speclnun. 
In order thai Ihe spectrum may be sharp and distinct it is also necessary 
to place the prism in the position of minimum devialion (Art. 58). for this 
is the position in which the best definition is secured. This Is all thai is 
neceuaiy when the specnum is observed by looking directly ibrouch the 



prism. But if Ihe spectrum is lo be thrown upon a. screen something 
further is required. 

For lei S {Fig. 78) be the slit. Through this Ihere streams a wedge- 
shaped beam of light which, before Ihe prism is interposed, throws upon 
the screen a patch of while light il". When the prism is interposed, the 
beam of light suffers refraction and dispersion. If it consisted altogether 
of red light, there would be seen upon the screen a red patch of lighl at 
n^ ; and if it consisted of violet light there woiUd be a violel patch at W. 



All the red light, after passing through the priani, would appear to divgr^i 
from a virtual focus at R, and all the violel hghl from a virtual focus at V. 
An observer looking through the prism in this direction woiJd see at RV 
a virtual spectrum of Ihe white lighl proceeding from S. 

But upon the screen itself the spectrum is confused and impure, because 
the various coloured patches overlap each other. This overlapping would 
be prevented if v.'e could convert each patch inlo a narrow stiip. 
and this we can do by interposing a convex lens as shown al L (Fig. 79). 
The lens converts tbe divergent bbun into a convtrgmt beam, and, if the 
prism were absent, would produce al S' a real image of the slil. If the 
lighl were all red, the lens and prism would logelher produce on the screen 
a real image of tbe slit at R ; and if il were violel they would produce a 
real image at V, Thus, with wbite lighl, we obtain upon Ibe screen a 
series of sharply-defined coloured images of the slil arranged side by side 
and forming a pure spectrum. 
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06. Eizperimenta with the Spectrum, — For projecting a specirum 
n a screen il is besi to make use of an optical lantern {Art. 84) furnished 
rith the lime-lighl. All stray light should be excluded from the room/ 



*^.B,- 



The nozzle of the lantern is to be covered with a blackened cap, as in 
Ebcpt. 12, but in this case Ihe sht (alnut 3 mlUimetres wide) is to be 
vertical. A (airly large lens, of about 25 em. focal length, should be 
tised. The most suitable prisms are hollow glass prisms filled with carbon 
bisulphide [CSJ ; Ihis substance has a higher dispersive power than glass, 
and therefore gives a longer specimm than a solid glass prism does. The 
spectrum should be received on a screen somewhat larger than itself (say 
70 cm. long and 50 cm. high) and made of thick white paper slretched on 
a wooden frame. 

ExPT. 40. — In the path of the lantern beam, and about a metres from 
the slit, iiii a small screen. On this, by means of the lens, focus a real and 
enlarged image of the slit (as at S', Fig. 79J : if Ibt^ lens has the focal 
length above stated It will have to be put about 30 cm. from the slit 
Behind the lens place the prism. Place the large screen in a suitable 
position for receiving the spectrum, as at RV, Fig. 79, and let its distance 
from the prism be equal to the measured distance of S' from the prism. 
Adjust the prism so that the deviation is a minimum. This can be done 
by trial — twisting the prism slightly in one direction or the other until the 
red end R of the spectrum on the screen is as near as possible to S'. You 
now have tipon the screen a pure and bright spectrum of ihe light radiated 



ExPT. 41. — Hold various coloured glasses in ftont of the slit and 
observe what pans of the spectrum are cut out. Notice that scarcely any 
of Ibe transmitted colours are pure. Red glass lets through a. fairly pure 
red mixed with some orange : but blue (cobalt) glass not only lets through 
the blue and violet end of the spectrum but also a considerable amount of 
red. 

Eiiainine in tbe same way coloured solutions contained in flat glass cells- 
A strong solution of potassium bichromate cuts off all the more refrangible 
end of the spectrum, letting through only red, orange, and yellow. An 
ammoniacal solution of copper sulphate lets through the green, blue, and 
violet onlf. Thus the absorptions of these solutions are complementary, 
and if they are both placed together in front of tbe slit they stop all ihe 
light. 

EXPT. 41. — Pass a blue ribbon Ihroi^h the spectrum. In the more 
refrangible part, especially the blue, it appears of its ordinary colour. In 
the red end it appears black ; it absorbs ^ tbe light tliat falls upon it and 
reflects none to Ihe eye. A bright red ribbon shows the effect even more 
distinctly ; placed in the orange of the spectrum, one edge of the ribbon 
appears red and the other edge (in the yellow) appears black. Thus the 
colour of a body depends not only upon the nature of the body itself but 
also upon the nature of the Ughl which falls upon it. 

ExPT. 43. — If you have another prism of the same kind you can repeal 
Newton's experiment on the recomposition of while light by placing the 
second prism close behind the first and edge 10 base. You will thus gel 
again a while image of Che slit on the small screen at S' (Fig, 79). 

Instead of a prism you may use a lens for recombining the colours. The 
best kind of lens for this purpose is a cylindrical lens ; bul it is not neces- 
sary to get one of glass, for a large beaker filled with water answers 
perfectly. 

EXFT. 44. — The eflect of mixing colours can also be studied by means 
of circular discs of cardboard divided up into coloured sectors. In ordn- 
to show the recomposition of the various spectral colours, tbe tints and 
sizes of the sectors should be chosen so as to correspond as nearly 
as possible to the tints and breadths of the various colours in the 
spectrum. If such a disc is attached to a whirling- table or a hunimi tig-top, 
and made to rotate rapidly in a good light, il appears of a uniform 
whitish -grey. 
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a. One piece of gla£a appears di 
when held up to the light ; explaii 
no light can be seen through Ihem. 

3. A ribbon purchased by gaslight appeared la match (he di 
which it WBS to be worn. Nent morning the match appeared to 
imperfect. Explain Ihis. 



,;. Google 



ANSWERS TO EXAMPLES 



Chapter II (p. 129) 
5. As 4 is to g. a As 9 is to 4. 7. 10-24 « 
I ft. from the candle and 3 **■ from t*>e lamp. 



Chapter V (p. 167) 

. The image is 7J cm. long and 60 cm. in front of the 
ar. 3. The image would be formed i ft. 4 in. in front of 
nirror. 4. 6 in. feAfnrf the mirror. 6. /= + 30 cm.: the 
or is concave. 6. The image is 7 ft. 6 in. in front of the 
or and is 5 ia long. 7. /= + 1 2 cm. : the mirror is 
ave. 8. The image is 3 ft. from the mirror and 3 in. long. 

9. The image is 10 in. in front of the mirror and i^ in. high. 

10. /= + 8 in. la. / = + 1 8 in. ; ^ t= + 36 in. The image 
would be one-half the size of the object. 13. Real, 33J cm. in 
front of the mirror, and 4 cm. long. 15. 30 in. behind the 
mirror ; magnification = 6. 18. The image moves thrpugh 
3-7 in,; i.e. from 24 in. behind the mirror lo 20'3 in. behind 
it. 18. (l) Image is virtual and erect, 4 in. behind the mirror, 
z in. long ; (2) image is 8 in. behind the mirror, i in. long. 

19. The image is 75 cm. behind the mirror and 3 cm. long. 

20, The object must be placed 7 inches in front of the mirror. 

Chapter VII (p. 210) 
1. Convex : /= - 3 in. 3. 36 cm. behind the lens. 3. Thej 
converge to a point 5 cm. from the lens and on the other side 
4. 3 ft. from the lens on the other side. 5, Image is real, 6 
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in. long and 6^ in. from lens. 6. f=~2o cm. : one-third size 
of object 7. lo cm. 8. 2 ft. 6 in. : equal in siie. 9. / = 
-2ft.: diameter of image = I in. 11. I ft. from ihe lens and 
on the same side as the object. 13. /= - 37-5 cm. ; as 3 to 
I. 13. The object must be I ft. from the lens and the image 
3 ft. (on the opposite side). 14. jf- + iz in, ; /= - 10. in. 
15. (i)/ = zft.; (2)/= I ft. le, /'= + ioin. 
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CHAPTER 1 
INTRODUCTION— VIBRATORY MOTION 

1. Sound caused by Motiou. — If you ' 

sounding body you will soon come to the conclusion that the 
sound is produced by motion of some kind. In many cases 
the motion is obvious and can be followed by the eye. For 
example, if you take hold of a stretched string between your 
finger and thumb, pluck it to one side and then let it go, the 
string will give out a sound and, at the same time, will he seen 
to swing from side to side. If the rate of motion is very rapid 
you may not be able to follow each separate swing, but the 
fact that the string is in motion is shown by its losing its 
definite outline and presenting the appearance of an indistina 
gauzy spindle. By touching the siring with the finger the 
motion can be stopped, and it is then found that the sound 
ceases at the same time. 

The same indistinct appearance is presented by the prongs 
of a tuning-fork while it is sounding. When any hard object, 
such as the point of a knife, is held against the prongs, a loud 
rattling noise is heard ; and quite a little shower of spray is 
thrown up when the pwints of the fork are dipped into water. 
If you want further proof of the motion you can easily get it 
by striking the fork and then making it touch your lips or 
teeth. 



2. The kind of Motion. — A tuning-fork C' 
ally of two steel springs united together at one end, and each 
prong of the fork moves in much the same way as a single 
straight spring clamped at one end. By taking a long thin 



spring (instead of Che comparatively short and thick prong of 
the tuning-fork) we can make the motion slower and ( 



EXPT. I. — Clamp the lower end of the spring in a vice. 

Pull the uppier end to one side, as at /, Fig. i. The spring 
is elastic: it hends or 'gives.' In 
order to bend it you have to exert 
force upon tt. In virtue of its elas- 
ticity the spring tends to recover 
its original form, and if you wish 
to keep it bent you must continue 
the pressure against it. 

Now let the spring go. It flies 
back : but it does not stop when it 
has got back to its original position 
{vertical). It overshoots the mark 
and moves, with gradually diminish- 
ing velocity, to about an equal dis- 
tance on the opptosite side (/"). It 
then begins to return, again over- 
shoots the mark, gradually comes 
to rest, starts back again, and so 
goes on swinging from side to side. 
*■ '' Owing to the resistance of the air, 

etc., the amplitude of the excursions gradually diminishes, 

and finally the spring comes to rest. 

3. Vibration. — When a body or point moves in the 
manner above described it is said to ■vibrate or oscillate. 
Referring again to Fig. i, a movement from I Xo ( and back 
again to / is called a complete vibration. The amplitude of 
the vibration is measured by the extent of the motion on either 
side of the mean position or position of rest, i.e. half the 
distance //. 

If you take a watch and examine the rate of vibration of 
the spring, you will find that this rate is regular and independ- 
ent of tke amplitude of vibration. Whether the excursions 
made by the end of the spring are great or small, the number 
of vibrations executed in a given time is constant. Thus the 
vibration is regular or jter/o-AV. The time required to perform 
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a complete vibration is called the period of vibration. We 
shall denote this time (measured in seconds or a fraction of a 
second) by t. If the number of complete vibrations performed 
in a second be denoted by n, then 



We may call n the frequency of vibration or the vibration- 
number, 

4. Vibration of Pendulum. — The periodic vibration of 
an elastic spring is very similar to that of a pendulum swinging 
under the action of the earth's attraaion. When the bob of 
the pendulum is displaced to one side and then let go, it 
swings to a nearly equal distance on the other side, stops, 
returns, and goes on swinging from side to side regularly, but 
with the amplitude of the oscillations gradually diminishing, 
and finally the pendulum comes to rest The vibrations are 
regiilar : the period of vibration is constant and independent 
of the amplitude. As in the case of the spring, each complete 
vibration may be divided up into four similar parts. 

The pendulum is in its mean position, or position of rest, 
when the string is vertical and the bob is at its lowest point 
(N, Fig. 2). Now suppose the bob to be displaced to one 
side, say to A. The bob not only moves to the left but rises, 
for it moves in an arc of a circle. In order to raise it through 
the distance HA you have to exert force and do work in 
lifting the weight of the bob upwards. You have thus given 
to the bob the power of doing an equal amount of work 
in falling through the same distance, i.e. to its position of 
rest It possesses energy of position, or potential energy^ 
When the pendulum is released it moves with gradually 
increasing velocity, and this velocity is greatest when the 
bob is at its lowest point. The energy has now been changed 
from the potential into the kinetic form. It is this kinetic 
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energy possessed by the bob that prevents it from coming to rest 
at its lowest point and carries it over to the other side (A'), at 
the same time lifting it up against the action of gravity. At 
the end of the first swing (or semi -oscillation) the bob comes 
to rest for an instant and then retraces its path. In the first 
quarter-period the energy changes from the potential to the 
kinetic form, and in the second quarter-period from the kinetic 
to the potential form. In the third and fourth quarters the 
same changes are gone through with velocities reversed. 

, Observe that the velocity is least (zero) at the points where 
the displacemyit is greatest (A and A') : the velocity is greatest 
when the displacement is zero (N). 
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5. Simple Straleht-line Vibration. — If the distance 
through which a pendulum swings is small compared with the 
length of the string, the path of the bob is very nearly a 
straight line. The following is a better illustration of such 
vibration. 

EXPT. 2.— Coil some thin wire round a pencil or cork- 
borer. Hang the spiral up and to its lower end attach a lead 
bullet (N, Fig. 3). Pull the bullet down to A and then let it 
go. It flies up to A' and continues for some time to oscillate 
up and down along a vertical line. This vibration along a 
straight line may be regarded as a type of the kind of motion 
which accompanies sound-waves in air. 
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6. Elastioity. — The force tending to bring the pendulum 
back to its position of rest is due to the attraction of the earth 
on the bob. In the case of the spring the force is due to 
the elasticity of the spring itself. When the spring is bent 
or pulled out, work is done in overcoming the resistance due to 
its elasticity, and this work is stored up as potential energy 
in the spring itself. After being released it moves in the same 
way and goes through the same changes of energy as the 
pendulum. Like the latter it is gradually brought lo rest by 
resistances due to the air, etc. 

The elasticity of a body may be defined as being that 
property in virtue of which it requires force to change its form 
or volume, and recovers its original form or volume -when the 
force is removed. 

Solids in general offer resistance to any change either of 
form or volume, and are therefore said to possess elasticity of 
form as well as elasticity of volume. Fluids exhibit the latter 
only, for they do not offer resistance to change of form 
(see p. 27). 

In common language we speak of substances like india- 
rubber as being very elastic, because they 'give' or stretch 
readily. In scientific language the term is used in quite a 
different sense. Without entering into any details of the 
methods of measuring elasticity, we may here state generally 
that the elasticity of a substance is measured by the force 
required to produce a given change of form or volume. If the 
substance yields readily when force is applied, its elasticity is 
said to be small : but if it offers great resistance, it is said to 
be highly elastic. Thus the elasticity of steel and glass is 
great, for both these substances require the application of 
considerable force to produce even a small change of form. 
Again, the elasticity of water is very much greater than that 
of air : if the atmospheric pressure were to be doubled, the 
volume of any given quantity of air would (according to Boyle's 
law) be reduced lo one-half; whereas such a change of pressure 
would produce scarcely any appreciable effect upon the volume 
of a given quantity of water. 

7. Graphical Representation of "Vibration. — The 
following experiment shows how the vibration of a tuning-fork 
rnay be studied and represented graphically. 
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ExPT. 3.^Smokc one side of a strip of glass by holding 
it over the flame of burning turpentine or camphor. Make a 
light pointed style of thin sheet-brass or wire : fix this to the 
end of one prong of a tuning-fork, as shown in Fig. 4. A 
bristle attached with wax may be used instead, but is apt to 



Fig. 4--WAVK-L1KB TRACED BV FoSK. 

bend or break off. Strike the fork, and immediately draw the 
style lightly but quickly over the smoked glass. After a little 
practice you will be able to produce a beautifully regular wavy 
line on the glass. This ' wave-line ' is a record of the motion 
of the prong in its own handwriting. 

8. Musloal Sounds and Noises. — By musical sounds 
are meant such as are produced by the human voice, the violin, 
the organ, and other instruments used for musical purposes. 
It is not possible to draw any very sharp distioaion be- 
tween a musical sound and a noise. The sounds produced 
by certain instruments used in military bands — e.g. drums and 
triangles — cannot strictly be called musical, and yet they do 
not destroy the harmony of the music, but rather strengthen 
and brighten it. 

We may, however, broadly distinguish between the two 
classes of sounds as follows. A noise is produced by confused 
and non-periodic movements, — movements which are irregular 
both in respect of time and strength : whereas a musical sound 
is produced by regular and periodic vibrations. Our business 
hes entirely with the latter class of sounds, and we shall in 
general use the word sound as denoting a musical sound. 

9. Pitch. — The long thin spring used in Expt. I gave out 
no sound while vibrating. A certain rate of vibration must be 
reached before any audible sound is produced. By gradually 
shortening the spring you can make it vibrate more rapidly, 
until at last it begins to produce a deep sound or a note of 
' low pitch.' By still further shortening the spring (or by using 
a shorter and thicker one) you can go on increasing the rate 
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of vibration ; ihis will make the note still higher or ' raise the 
pitch.' Thus the pitch of a note depends upon the rate of 
vibration. Further proofs of this will be given later on. 

10. Intensity of Sound. — The intensity or loudness of a 
sound depends upon the amplitude of vibration of the sounding 
body. You can verify this statement sufficiently well for 
present purposes by watching a vibrating string while it is 
coming to rest : as the amplitude of vibration diminishes so 
the sound gradually dies out. In the case of a tuning-fork it 
can be verified by a slight modification of ExpL 3. 

But there are other circumstances that affect the intensity 
of the sound produced by an instrument. A vibrating string 
(or a tuning-fork) does not offer a large 
surface to the air : it cannot directly set 
any lat^e mass of air into vibration, 
and consequently it produces only a 
feeble sound. But if it is made to im- 
part its vibrations to an elastic body 
presenting a larger surface 10 the air 
(generally a thin wooden board called 
a 'sounding -board"), the intensity of 
the sound is greatly increased. This 
principle is employed in the construc- 
tion of most stringed instruments, such „. 
as violins and pianos. Tuning-forks, 

also, when used for experimental purposes, are generally 
mounted on sounding-boxes (Fig. 5), which greatly strengthen 
the sound. 

EXPT. 4. — Take hold of a tuning-fork by the stem and set 
it into vibration. You hear only a feeble sound as long as the 
stem is held in the hand : but the sound swells out much more 
loudly when it is lightly pressed against a table or door-panel ; 
or, better still, against its own sounding-box. 




C.Google 



CHAPTER n 
WAVE-MOTION 

11. Water-WaveB. — You cannot begin the study of 
wave-motion better than by examining carefully the waves 
which travel over the surface of a pool of water when a 
stone is dropped into the middle of it. Where the stone 
drops there is at first produced a depression, which im- 
mediately begins to spread outwards from the centre of dis- 
turbance in the form of a circular trough. The disturbance 
which thus travels to the edge of the pool is caused, not 
by any bodily motion of the water outwards, but by a 
downward motion of the waier-particles, which spreads out- 
wards from point to point. This downward motion is fol- 
lowed by a swing upwards, producing a crest, which follows 
the trough and travels after it with the same velocity across 
the surface of the pool. By this succession of moving troughs 
and crests is produced a series of ripples or water-waves. 
The distance between one crest and the next, or between one 
trough and the next, is called a -wave-lenph (Arts, i 5 and l6). 

That the water itself does not move in the direction in which 
the waves travel is shown by the behaviour of chips of wood 
or bits of straw lying on its surface. These simply rise and 
fall, floating idly on the surface of ihe water and showing no 
tendency (unless the disturbance be very violent) to move 
forward in the direction in which the waves are travelling. 

12. Two kinds of 'Waves. — Observe that in the case 
of water-waves the motion of the particles is an up-and-denxm 
motion ; whereas the waves themselves move korixonlally 
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across the surface of the water. Such waves are called trans- 
verse -waves, because they are produced by motion which is 
transverse or at right angles to the direction in which the 
waves are propagated. Strictly speaking, the motion of the 
water particles is circular, but all that we wish to do here is 
to point out the broad distinction between the two classes of . 
waves, which are called respectively transverse and longitudinal 

13. Transverse Waves are such as are produced by a 
vibratory motion of particles executed in a direction at right 
angles to that in which the waves are propagated. As an 
instance of the production of a transverse wave may be 
mentioned the sudden jerk which a bai^eman sends along 
a rope when he wishes it to clear an obstacle in its path. 

Get a rope a few yards in length and lay it straight along 
the floor. Take hold of one end and, by jerking it rapidly 
from side to side, send a series of right- and left-handed pulses 

If an instantaneous photograph of the wave were taken it 
would present an appearance like that of the wave-line in 
Expt. 3. The waves appear to travel along the rope in Ihe 
direction of its length : but the appearance is simply due to a 
vibration of each part of the rope which is executed trans- 
versely (or at right angles to its length) and which is com- 
municated from each part of the rope to the next. 

14. Iiongltudiiial Waves are such as are produced by a 
\ibratory motion of particles executed along the line in which 
the waves are propagated. 

If you look down from a hillside upon a cornfield when a light 
summer breeze is blowing over it you will see a good example 
of wave-motion. The only motion of which the ears of corn 
are capable is a slight swinging motion ; but as the breeie 
sweeps along the motion is transmitted from one ear to the 
next and from this again to its neighbour. Thus a certain state 
of things (ears of com tightly packed together) is transmitted 
from point to point, and every gust of wind produces a wa\'e 
of condensation which skims across the surface of the field. 
The waves are not wholly longitudinal. There is some little 
ion ; for each cornstalk swings like an inverted 
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pendulum. But in the main ttie motion of tlie ears takes place 
in the line along which the wave travels. Observe that the 
characteristic of wave-motion is the transmission of a certain 
state of things or state of motion without any correspionding 

The best illustration of longitudinal waves is afforded by 
the behaviour of a spiral coil of wire. 

ExPT. 5. — Make a spiral of thick copper wire by winding 
it tightly round a curtain-pole or a thick glass tube. When 
drawn out the spiral should be about two yards long.' Hang 
it up by a series of double threads, as shown in Fig. 6, the 



Fig «.— Wavb-Machikb (Wnnbold> 

double suspension being for the purpose of preventing anj* 
side swing. 

By means of such a ' wave-machine ' you can study the 
mode of propagation of waves of condensation as well as 
waves of rarefaction. A wave of rarefaction is produced by 
taking hold of one end of the spiral, pulling it out in the 
direction of the axis with a smart jerk, and then letting it go. 



u h quickly pas«ts Hlpng the ccai. It is really worth while Ukitig troublt to 
makii B good tpinil, tor it un he nied aTtenrardi to iUuitrale reHeclion, interfennn, 
and auiionary vibniion. 1 lind llut the TollowiTi^ dimensions (tecommendtd by 

jcm. ; number of lurni, jt; length of completed spiral, amjnttlenplief ihKul^ 
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A wave of condensation is produced by striking one of the free 
ends of Che spiral inwards. This is rather apt to make the 
spiral rock ; a better plan is to take hold of the outer turn of 
wire by the end and push it inward or pull it outward, as the 
case may be. 

Try both methods. Watch the waves as they run quickly 
along the spiral, and examine the way in which the separate 
coils move. You will thus learn more about wave-motion than 
you could by reading many pages of description. If you find it 
difficult to follow the motion of each turn of wire, gum strips of 
paper or tie bits of twine to a few of them : you will then easily 
see that each turn simply moves forward and backward as the 
wave passes it. Notice that when a pulse of condensation is 
running along the spiral the coils move forward in the direc- 
tion in which the pulse is travelling : whereas in the case of a 
pulse of rarefaction the coils move backward, or in a direction 
opposite to that in which the pulse is travelling. 

Place the blade of a knife between the coils near one end 
of the spiral and rake it quickly across a few turns towards the 



other end. You will thus produce a double pulse or complete 
wave : for each tum of wire as it escapes from the knife swings 
backward (or outward), thus producing a pulse of rarefection 
(C, Fig. 7) which follows the pulse of condensation (B), 

Fasten one end of the spiral to ap empty box (a cigar-box). 
Strike the free end. The pulse runs along the spiral and you 
hear it deal a smart rap against the box. The energy of your 
blow is transmitted along the spiral to the box ; the wave 
carries the energy without carrying the matter to which the 
energy was lirst imparted. 

16. Wiive-Ilne and Wave-longrth : Phaae.— The curved line in 
Fig. 8 represents a portion of a wave.line {or of a rope along which trans- 
«ene waves are passing). The dolled line is the axis of the waves, and 
the ATTOW sbows the direction in which they are travelling. I'he ihon 









3 represent Ihe paths along which Ihe panicles 



The whole wave-line (of which only a portion is shown in ihe figutf) 
consists of a repetition of exactly simitar pans, and the shortest of such 
pans into which it can be cut is called a wave-length. Thus, starting 
from 0. the distance am is a, wave-lengih, for the pari of the curve 
following m is an exact copy of that between a and m. Similarly in, ffl, 

The various particles a, i, c ... are moving with diflerent velocities, 
some up and some down, a, i. c are moving downwards -, rf is at rest for 
an instant ; from « to i alt are rising : then j is at rest, and so on. Any 
two panicles which are moving in the same direction and with the same 
velocity are said to be in the same phase. Thus the pairs a and m, h and 
B, c and o, d and p are in (he same phase. We may therefore define 
the wave-length as being Ihe distance between Ihe ttw nearest particles i' 



J J- 



the same phase. Notice particularly that ag h not a\ 
only half a wave-length, a and fare not in the same ph 
they have the same velocity they are moving in opposite 
are dajvij in the same phase : for though both are aires 
downwards and^upwards. 



Id. Wave-length and Velocity. - 
to be travelling towards Ihe light. 'I he 
panicles at a paiticular insia " 
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rwaid through a certain dislanci 



whole wave-lengti. Thus we gel 
(At distance lkn>ugh which a wave 
vibration. 



h the distance am. i.e. through a 
lird definition of wave-length ; it is 



WAVE-MOTION 

« have jusl seen that (hey move through the d. 
velocit)' = —. , 



This last result is of the grealesi importance. The relalion between 
velocity, viBraiion-number, and wave-lenglh which tl expresses holds good 
not only for transverse waves but for aJl kinds of waves. 

1*7. Comparison between Longitudinal and Transverae 

Wavee. — The boliom line (R) in the accompanying figure represents a 
series of particles at rest. The line above (L) represents the positions of 
Ihe particles when traversed by a series of longitudinal waves. The top 
line (T) represents the positions of the particles at the same instant when 
traversed by corresponding transverse waves. An upward displacement in 
Ihe transverse wave corresponds to a displacement to the right in the longi- 
tudinal wave : a downward displacement in the transverse wave corresponds 
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lo a displacement to the lefi in the longitudinal wave. The position of 
any particle in L is found by displacing the corresponding particle in R 
through a distance proportional to the displacement in T. The two sets 
of waves correspond in the following respects :— 

placed lo the rigii, A Irougk corresponds to displacements to the left. 

The points of no displacement (N) occur ahernately on falling and rising 
parts of the curve T : these correspond to alternate centres of compression 
and rarefaction in L. 

In T the distance NN represents half a wave-length : so in L the 
distance between a pulse of compression and a pulse of rarefaction is half 
a wave-length. A complete wave-length in L is represented by the distance 
' ■e condensations or two succeaaivc rarefaclions. 
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CHAPTER ni 
TRANSMISSION OF SOUND— ITS VELOCITY 

18. Tranmulsslon of Sound through Air. — ^We have 
seen that sound is caused by a vibratory motion of the sound- 
ing body. We have next to consider liow this motion travels 
through the air and reaches our ears. 

It is important to understand that when sound is trans- 
mitted through the air, the aii' itself does not move as a whole, 
but a certain state of motion 'n, transmitted through the air from 
point to point and from particle to particle. Thus the report 
caused by the explosion of a gun can be heard for miles 
around ; but the smoke expelled from the muizle of the gun 
only travels forward for a few yards. 

Let us return to our spring (Fig. i) and see how its 
vibrations affect the air in its neighbourhood. As the spring 
swings from left to right (/ to /') it compresses the air in front 
of it. The air, being elastic, resists the compression and tends 
to expand. In so doing it compresses the air lying in front of 
it. This again reacts upon the next layer of air, and so the 
motion of the spring causes a fiii/se of compression, which 
travels forward with uniform speed through the air. 

Meanwhile the spring has swung backwards towards the 
left hand (from / to /). The particles of air in contact with it 
share its motion, and thus the layer of air lying towards the 
right of the spring expands or is raretied. The pulse of 
rarefaction thus produced travels forward through the air with 
the same uniform speed as the pulse of compression. 
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As the spring begins its next vibration another pulse of 
compression is produced ; and this again is followed by a 
pulse of rarefaction. Thus a series of alternate pulses of 
compression and rarefaction are produced, and follow each 
other in regular succession through the air (as indicated in 
Fig. 10). The student must refer to text-books on Physiology 
for an explanation of the manner in which these sound-waves 
affect the ear when they fall upon it and produce the sensation 
of sound. 

The wave-length of a given note in air may be defined in 
any of the ways given in Arts. 16 and 17 : e.g. it is the 
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e between two consecutive pulses of compression or two 
e pulses of rarefaction ; or it is twice the distance 
between a pulse of compression and (he next pulse of 
rarefaction. 

IS. TranamiBBlon tlirougrli ei Oyllnctrical Tube. — 

Sound-waves are propagated through air contained in a 
cylindrical tube much like the waves in Expt. 5. The waves 
are longitudinal: the air-particles vibrate backward and for- 
ward in the line along which the waves advance. 

Imagine the spiral replaced by a cylindrical column of air, 
along which pulses are sent by a vibrating tuning-fork or spring 
at one end. Each forward swing of the fork sends a pulse 
of condensation along the column : the ensuing backward 
swing sends a pulse of rarefaction after it at the same speed. 
A regular succession of such pulses constitutes a train of sound- 



30. Intensity. — In general, however, the disturbance 
travels outwards in all directions from the source. All the 
particles which are just beginning to move at any instant are 
said to lie in the ■wave-front. In free air the wave-front has 
the form of a sphere. 

In calm air the sound produced by a bell or other vibrating 
body is heard equally well in all directions around it. The 
sound-waves are spherical in form (the source of the sound 
being the centre of the spheres), and they travel outwards freely 
in all directions. 

It can be shown from this that the intensity of the sound 
diminishes according to the same law (the ' law of inverse 
squares') as the intensity of light (p. 124). 

21. A Material Medium required for Tranamiasion 
of Sound. — Before proceeding further, it will be well to point 
out that sound cannot, like light and radiant heat, travel 
through a vacuum. This may be shown by the following 
experiment. 

EXPT. 6.— Place on the plate of an air-pump a few folds of 
flannel or a thick tuft of cotton-wool. On this lay a loud- 
ticking watch, an alarum clock, or any 
arrangement for striking a bell by 
clockwork (Fig. 11). Coverthe whole 
with a bell-shaped receiver, and begin 
working the pump. As the air is 
gradually exhausted from the receiver 
the sound becomes fainter and fainter. 
If the pump worts well and produces 
a good vacuum, the sound may en- 
tirely disappear. The effect is slill 
more strikingly shown by readmitting 
' the air into the receiver, when the 

sound is again distinctly heard. 

Air is not the only gas that 

*■ "" will transmit sound. TTiis may be 

shown by admitting any other gas into the exhausted receiver. 
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22. Sound Transmitted by Liquids. — It is said that 
divers under water can distinctly hear words spoken by 
persons near the shore. That water does conduct sound may 
be easily shown as follows. 

ExPT. 7. — Stick the handle of a tuning-fork into a large 
cork. Take a tumbler, nearly fill it with water, and place it 
on a tray or on the sound-box belonging to the fork. Strike 
the fork, wait until the sound has become faint, and then hold 
it so that the cork is immersed in the water. There is a 
marked increase in the loudness of the sound. This is more 
strikingly shown by alternately raising the cork and again 
lowering it into the water, when the intermittent swelling and 
sinking of the sound is plainly perceived. The explanation 
will be easily seen on referring to Art. 10. The sound is 
conducted through the water to the glass and the Bounding- 
board, which in turn sets the air into vibration. 

23. Sound Tranmnitted by SoUds. — The following 
experiments will serve to illustrate the transmission of sounds 
by solid bodies. 

ExPT. 8. — To one end of a pine rod (4 or 5 ft, long and 
about 1 in. in diameter) glue a thin pine board about 6 in. 
square to act as a sounding-board. To the other end hang a. 
watch by a hook, and then apply your ear to the sound-board. 
Notice how distinctly the ticking of the watch is heard. 

Or get a fliend to strike a tuning-fork and press it against 
the farther end of the rod, moving it off and on so that you 
may be certain that the sound is heard by transmission through 

ExPT. 9. — Stop up both your ears and get a friend to hold 
a watch so that you can take hold of the ring between your 
teeth. Do this and you will be surprised at the loudness of 
the ticking. The sound seems to be felt rather than heard. 
Bite off and on to make sure that it does not come through 
the air. The sound is conducted through the teeth to the 
bones of the head, and through them to the ears. 

34. Velocity of Sound in Air. — Just as waves travel 
with a definite velocity across the surface of water, tyr^alons' 
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spiral springs, so are sound-waves propaga,ted with a definite 
velocity through air. This velocity is vastly smaller than that 
at which radiant heat and light travel (p. 131). Thus we see 
lightning-flashes some time before we hear the thunder that 
accompanies them, and the interval that elapses between the 
flash and the peal gives us some idea how far off the storm is, 
I The velocity of sound in air has been measured' repeatedly 
and by various methods.. Of these the most easily understood 
is that adopted by the Paris Academicians. This consisted in 
measuring the interval that elapsed between the instant at 
which the flash from a distant cannon was seen and the instant 
at which the report was heard (the exceedingly short time 
taken by light in travelling over the same distance being, of 
'ttourse, neglected). The same method was employed after- 
wards by Arago, Gay-Lussac, and others. They chose two 
stations (Villejuif and Montlh^ry) near Paris and i8,6i3metres 
apart. The observers at each station were furnished with 
chronometers and a 6-pounder cannon. Observations were 
made at both stations alternately so as to get rid of any 
disturbing effect due to wind. As the mean result of many 
experiments it was found that the report took 54-6 seconds to 
travel from One station to the other. Dividing the distance by 
the time, we get 341 metres as the distance travelled in one 
second. Allowing for the temperature (16° C.) at which the 
experiment waf made, this gives 331 metres per second as 
the velocity ot,sound in air at 0° C. Subsequent experiments 
have shown that this value is correct. It corresponds to a 
velocity of 1086 feet per second. 

25. The velocity of sound in air increases ivith rise of 
temperature at, the rate of about a ft. or 62 cm. per degree 
centigrade, ^hus at the ordinary temperature of 15° sound 
travels about 1 1 16 ft.- or 340 metres per second. 

The velocity is independent of the atmospheric pressure. 
However the barometric height may vary, sound travels at the 
same rate as long as the temperature remains constant (see 
Arts. 30 and 31). 

The velocity is practically independent of the loudness of 
the sound and quite independent of pitch. Otherwise a song 
would only be heard in correct time close to the singer, and 
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harmony n-ould be impossible ; band-ir 
yards away from the band would coi 
discords. 



: heard » hundred 
: of most frightful 



26. Velocity In Water. — The velocity of sound in water 
was measured in 1827 by Colladon and Sturm. They moored 
two boats in the Lake of Geneva at a distance of 13,487 
metres apart. From -one boat a large bell B (Fig. 12) was 
suspended in the wat^. This could be struck by a hammer h 
attached to a lever which was so arranged that in moving it a 
match m was brought into contact with a heap of powder^ at 




the very instant when the bell was struck, 'llie flash served 
as a signal to the observers in the second boat. From this 
was suspended in the water a kind of large speaking-trumpet, 
the mouth of which was closed by a membrane T. By apply- 
ing his ear at E, the observer could distinctly hear the sound 
transmitted through the water. It was found that the interval 
between seeing the flash and hearing the sound was 9-4 seconds. 
This gives 1435 metres per second as the velocity of sound in 
water. 

27. Velocity in Solids. — Sound travels very rapidly 
through solids, its velocity in glass and steel, for 'example, 
being about fifteen times as great as its velocity in mr. ','^1'- 
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Sound is also transmitted through rocks, and with greater 
velocity than in air. If you stand near a mine in which shot- 
firing is going on, you can generally distinguish two sounds, 
the first being a dull thud or rumbling noise travelling through 
the ground, and the second being the report transmilled in the 
ordinary way through the air. 

3a Theoretical CaJculatlon of the Velocity In Air. — According 
lo a theoretical calculation made by Newton, sound ought to travel in any 
medium with a velocity which is given by the equation 



^= V D 



when E denotes the elasticity of the medium and D its density. 

Now it can tie pcoued that in Ihe case of air or any other gas kept a 
a constant lemperatute the ilaiticily is tqual to the pressure. Thus th 
velocity in air should \k given by tt 



v= a/b 



when P denotes the atmospheric pressure, expressed in the proper units. 

Inserting the correct numerical values for Pand Din the above equation, 
it is found lo give about 980 metres or 920 feet per second as the velocity 
of sound in air at 0°. This is nearly 16 per cent less than the velocity 
found by experiment. 

29. Iittpltu^'B Correction.— Evidently there was something wrong 
about the calculation. Newton tried to explain how the diflference arose, 
but the true explanation was given afterwards by Laplace. He pointed 
out thai the compression produced by a sound-wave takes place so rapidly 
that the heat which is developed by it remains in the wave of compression : 
there is not sufficient time for it to be lost by conduction or radiation. 
Again, each wave of rarefaction produces a cooling effect (p. 109) ; and 
thus the elasticity cannot be calculated on the assumption that the tem- 
peraltue remains constant The effect of all this is 10 increase the elas- 
ticity and make it equal to about i'4i times the pressure. Introducing 
this correction (known as Laplace's correotion) into the equation we gel 

and this gives a value nhlch agrees almost eiacdy with the velocity found 
by experiment. 

SO. Effect of chancre of PreBBtire.— The velocity of sound in air is 
not affected l^ any change in Ihe atmospheric pressure (or barometric 
height). This may be seen by considering how a change of pressure affects 
the Iwo factors E and D which occur in the expression for the velocity. 
Now it is true thai the elasticity is proportional to the pressure and increases 
as the pressiu'e increases. But it follows directly from Boyle's Law Ihot 
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the density of any gas is also directly proportional to the pressure. Any 
inciease of pressure increases both E and D in Ihtsame frvforiion, and 
hence their ratio (= ) remains constant. Thus the velocity is independent 
of ibe pressure. 

81. BObct of Temperature. — II is olherwise when the temperature 
of (he air changes. For suppose that the temperature rises and consider 
how (his will affect the quantities in equations (1) or (3). Since the air is 
free to expand, the pressure or elaslicity will remain unaltered. But the 
density of the air diminishes just as its volume increases (the density of a. 
given mass of gas being inversely proportional to its volume). Thus rise 
of temperature produces an increase in the velocity, as staled in Art. 19. 

If the lemperalure rises from 0° lo /°, the volume increases in the ratio 
of I to ( I +at), and the denshy diminishes in the ratio ot {i + tJ) \a i. 
From this it may easily be seen thai if V„ denote the velocity of sound in 
air at 0°. its velocity at any temperature f will be 
v,=v, .Jimi. 

S2. Velocity In other QoeeB. — The equations for the velocity given 
in Arts. aS and 29 hold good not only for air but also for other gases. 
It therefore follows thai the velocity in any gas is invemely proportional to 
the square rool of the density of the gas. 

For example, oiygea Is sixteen times as dense as hydrogen. Hence 
the velocity <rf sound in oxygen is to that in hydn^en as Vi : Vifi. or 
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CHAPTER IV 

REFLECTION OF SOUND 

83. Befleotion of Longitudinal Waves. — A good 
idea of the way in which sound-waves are reflected may 
be obtained by studying the reflection of longitudinal waves 
at the end of a wire spiral such as was used in Expt. 5. The 
reflection takes place in two distinct ways, according as the end 
isjree ot fixed. In both cases we shall suppose the original 
(or incident) pulse to be a pulse of compression, 

ExPT. 10. Refleotion from a Free End. — The spiral is 

supposed to be in the state shown in Fig. 6 (both ends free). 
A pulse of compression is sent from one end — say the right- 
hand : when it reaches the other end, it does not disappear 
but is reflected as a ^he of rarefaction. When it returns to 
the right-hand end it is again reflected, but now as a pulse of 
compression again. Thus at each reflection at a free end the 
wave suffers a change of type : a pulse of rarefaction being 
reflected as a pulse of compression and vice versd, 

ExPT. I r. KefleotloD at a Fixed End.— Push one end 
of the spiral into a cork and clamp this &st to a heavy retort- 
stand. Send a pulse of compression along the spiral h-om the 
free end. When the pulse reaches the fixed end the motion 
of the coils is reversed and the wave is reflected back, but still 
as a pulse of compression. In the same way a pulse of rare- 
faction is reflected as a pulse of rarefaction. In reflection from 
a fixed end there is no change of type. The cases of reflection 
to which we shall for the present restrict our attention are of 
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the same kind as those which occur at the fixed end of a 

34. ReQeotion of So«nd-"Wave8. — Sound-waves are 
reflected from solid obstacles in much the same way as the 
longiludinal waves in the last experiment. Each pulse of 
compression or rarefaction, when it reaches the obstacle, is 
reflected, giving rise to a pulse of compression or rarefection 
travelling in the opposite direction. 

In the case of light we saw that in order to get good reflec- 
tion it was necessary that the reflecting surface should be 
smooth and polished : in the case of sound the most essential 
thing is that the reflecting surface should be of considerable 
extent. You will doubtless recollect instances in which you 
have heard band-music or the sound of church-bells apparently 
reaching you in a direction totally different from that of the 
band or steeple, the sound being reflected from a wall or row 
of houses. 

36. Echoes. — An echo is produced when a sound is 
reflected normally (or back along its own path) from a high 
cliff or wall If a person standing at a sufHcient distance: from 
the cliff shouts or claps his hands, he hears the sound repeated. 
In order that he may hear the echo distinctly it is necessary 
that the time taken by the sound in travelling to the cliff and 
back again should be sufliciently long to enable him to dis- 
tinguish between the original and the reflected sound, for 
otherwise the two would be confused together. 

Suppose that we allow one-fifth of a second for this ; and 
fijrther that we take the velocity of sound as 1 100 fl. per 
second. In one-fifth of a second sound travels 310 ft,, so 
that we must allow for 1 10 ft. to the cliff and 1 10 back to the 
observer. Thus in order to hear the echo distinctly the 
observer's distance from the cliff should not be much less 
than 1 1 o ft. 

36. SeoBitive FlameB. — In experimenting on reflection 
of sound (and especially for class demonstration) it is con- 
venient to have some means of indicating the presence and 

whereabouts of a sound. This is best done by means of 
e flames. ><;li." 



When the pressure of the gas supplied to a jet is gradually 
id, a point is reached at which the flame begins to 
fiare ; just at this point it becomes very sensitive to sound and 
especially to hissing and tinkling sounds. The flame should 
be long, thin, and straight, as shown in the accompanying 
figure. A suitable jet can be made by drawing out a piece 
of glass tubing to about 2 mm. diameter, cutting it off with a 
file and grinding the edge smooth on a stone. But as glass 
jets are very liable to crack, it is better to get a plain steatite 
burner with a small round hole. The sensitiveness of a flame 
depends upon the burner and upon a proper regulation of the 
gas ■ press ure ; sometimes a burner is so sensitive that it is 
scarcely possible to work with it. The flame can be protected 
from accidental noises by surrounding it with a glass globe 
, provided with suitable openings ; 

into one of these may be inserted 
a funnel for the purpose of catdi- 
ing the sound and directing it 
towards the base of the flame. 

EXPT. 12. — -Procure a gas-bag 
(a rubber bag such as is used for 
lantern work), press it down flat 
to squeeze out all air, and then 
connect it by rubber tubing to the 
gas-supply. Raise the pressure- 
boards, so as to let the gas stream 
in freely, and when the bag is full 
of coal-gas close the tap attached 
to the bag. Connect the tubing 
to the sensitive jet. Put on the 
pressure-boards and place weights 
on them so as to increase the 
pressure until the jet begins to 
flare. Now reduce the pressure 
slightly and you will find that the 
flame is in the sensitive slate. It 
has the form shown in A, Fig. 13- 
The slightest noise makes the flame 
roar, and at the same time it becomes shorter and broader 
and jagged at the edges, as shown in B. 
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Stand a few Teet from the flame and shout : each time it 
ducks down. Try singing and whistling. Talk to it. and see 
how it picks out the j sounds. Rattle a bunch of keys : it 
roars furiously, 

37. Experiments on Befleotion of Sound. — The 
reflection of sound may be illustrated in the same way and 
with the same apparatus as that described on pp. 99-101 for 
demonstrating the reflection of heat-radiation. 

EXPT. 13. — Arrange the tin tubes and reflector as shown 
in Fig. 59, p. 100. For the present purpose the tubes may 
be somewhat longer than those used for the radiation experi- 
ment : say 4 ft, long each. At T place the sensitive flame, 
adjusting the mouth of the funnel over the end of the tube. 
It may be necessary to screen the flame from sound travelling 
directly from B to it : this can be done by hanging wet 
towels across between B and T to act as sound -screens. Or 
the sound may be prevented from getting outside as follows : 
Make a loose sleeve of cloth and tie it over the end of the 
tube at B. Take a small piece of tin-plate in one hand and a 
penny in the other. Place both hands well inside the sleeve 
and tap the penny against the tin-plate. If the reflector at R 
is properly adjusted, the flame will now respond, ducking down 
at each tap. Remove the reflector R. If the flame is still 
affected, try tapping more genlly. 

ExPT. 14,— Repeat the experiment by hanging a watch 
in front of the tube at B and using your ear in place of the 
sensitive flame at T. The ticking is much more distinctly 
heard when the reflector is in position than when it is re- 
moved. 

Expr. 15. — Place the two tubes end to end and in a 
straight line so as to form one tube & ft. long. At this distance 
the ticking of a watch is not audible in free air. But if you 
hang a watch in front of one end of the tube and apply your 
ear to the other end, you will hear the ticking with surprising 
distinctness. 

This will enable you to understand how ' speaking-tubes ' 
can be used for communicating between different rooms in a 
building. Their behaviour may be explained as a result of 



ections from the sides of the tube (see Expl, 64, 
s a result of keeping the disturbance constantly 



Examples on Chapters I-IV. 

I. State exactly what you mean by the 'density' of a medium, and 
explain 'what you understand by lis 'elaslicily.' Is the elasliciiy of 
water greater or less than that of air ? Ho'*' would you prove 10 any one 

a. Describe and nplain an experiment illustrating the use of sound- 
boards in making the vibrations of a wire audible. 

3. Explain any method by means of which the ticking oT a watch may 
be made audible to a person at the other end of a large room. 

4. What is the velocity of sound in air? On what grounds can it be 
asserted that musical tones of high and low pitch travel at the same speed? 

5. What is meant by a -mave if sound and by the Ungtk of a vavt. 
Explain how sound is transmitted through air. 

6. A gun is fired on a cold winter's day at a certain distance from an 
observer who hears the report five seconds after seeing the flash. Would 
(he interval between seeing the flash and hearing the sound have been the 

7. A street with houses on both sides runs north and south, and a 
church is situated at a little distance to theeast of it. As 1 walk down the 
eastern side of the street the sound from a peal of belts in the church-lower 
seems to come from the west. Explain this, drawing a diagram to tllus- 

8. How do you account for t 
sound (such as a discharge of a 
from day to day ? 

9. Waves of sound, the frequency of which is 256 vibrations per se 
pass from a stratum of cold air lo a layer of hot air. In the cold a 
velocity is iiao, and in the hot air 1132 feet per second. Fine 

10. State how the velocity of sound depends upon the pressure, de 
and temperature of the air. 

Ttie velocity of sound at 0° C. is 1090 feel par second. Rn 
velocity at 17° C. 

Ti. What effect does a rise in temperature produce on the veloe 
sound in air? 

On one occasion when the air was at the rreeiing-pdnl of wat 
sound, made at a given point, was heard at a second point after an inl 
of 10 seconds. Find the temperature of the air on a second occ 
when the time taken to travel between the two points was 9-633 seco 
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CHAPTER V 

PITCH ANU MUSICAL INTERVAI^ 

38. Musical sounds may ditfer in respect of — 
(r) InteiiBlt? or LoudaesB. 

(2) Pitcsh. 

(3) QuaUty. 

We have already stated that the intensity or loudness of a 
sound depends upon amplitude of vibration (Art. lo). Pitch 
we shall consider more fully in the present chapter. At this 
^tage it is not possible to treat of quality of sounds. What 
is meant by difference in quality may be readily appreciated 
on producing the same note by means of different instruments, 
say a piano, a violin a flute and the human voice. Even 
though the sounds be of exactly the same pitch and, as nearly 
as possible, of the same loudness, you can easily tell which is 
which. As we go on to consider the different ways in which 
musical sounds are produced we may be able to point out 
some of the causes which produce these differences in quality. 

88. Pitch is that which distinguishes a high or shrill note 
from a deep or low one. Most people can tell when two notes 
are of the same pitch or height ; and can decide which is the 
higher of two notes. People who are able to judge correctly 
of differences in pitch are said to have ' a good ear for music' 
If you are blessed with such, you will already know what is 
meant by pitch ; and if you are not, it is scarcely possible to 
help you to such knowledge. 

40. Wc proceed to show by experiment (i) tliat any series 



of tegularly recurring impulses (within a certain range) pro- 
duces a musical note; and (2) that the more rapidly these 
impulses follow each other, the higher is the pitch of the note. 
ExPT. 16. Savart'B Wlioel. — On a centrifugal machine or 
whirling-table (see Fig. 15) Hx a toothed wheel, such as a lai^e 
clock-wheel. Make the wheel rotate, at first very slowly, then 
more and more rapidly, at the same 
time holding a thin card lightly against 
the teeth. Atfirst you hear only a series 
of separate taps. As these succeed 
each other more rapidly Ihey begin 
to blend together and produce a low 
note the pitch of which j: 
the rapidity of rotation 
The quality of the sound produced is 
poor and thin : it is scarcely correct 
to caU it a musical note. 

ExpT. 17. The Diao- siren.— 
Perform a similar experiment by blow- 
ing a jet of air against a rotating diy: 
having a circular row of holes pierced 
in it (Fig. 14). Here again the 
quality of the sound is poor : it is 
mixed up with the noise made by 
Fig. IV the air in rushing ag^nst the disc. 

The disc may be made of stiff smoolh cardlxwrd or sheet-roeial and of 
about the following dimensions. Radius of disc, 15 cm. Radius of row 
of holes, 13 cm. Holes atxiut o- j cm. in diameter and a cm. apart. Jel 
made of glass-lubine drawn out ai the point to same diameter as the boles 

an instrument which does not 
It is, however, more elaborate 

which registers the number of 
revolutions made in a given time. When this is known we can easily 
calculate the number of pufSs of air per second llial are required to produce 

In neither of the above experiments is the sound produced directly by i 
vibratory motion. In the case of the disc-siren, each lime a hole comes 
in front of the jet the air rushes through and produces a pulse of compres- 
sion in the space beyond. In virtue of the elasticity of the air, this is 
succeeded by a pulse of rarefaction during the interval that elapses before 
the next hole comes into position. Thus th* air is E?t into vibiatloa much 
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as il would be by [he motior 
pilch of the nole produced ir 
increases (Art. 3). 

41. How Pitch la expreBsed. — We may express the 
pitch of a note — 

( 1 ) Relatively, as when we say Chat one note is an octave 
or a fifth higher than some other note which is chosen as a 
convenient standard of reference. TTiis is the method gener- 
ally adopted in Music. 

(2) Abaolutely, as when we say that a certain number of 
vibrations per second is required to produce a note of a given 
pitch. This is the method adopted in Physics ; the pitch of 
any note being expressed by slating its vibration-number or 
frequency (Art. 3). Thus the pitch of the note produced by 
an open organ-pipe 2 feet long is 2S0 ; for such a pipe, at the 
ordinary temperature of the air, produces vibrations at the rate 
of 280 per second. 

42. Mufiloal InterralB. —The interval between any two 
notes is measured physically by the ratio between the vibration- 
number of the higher note and that of the lower ore. If the 
vibration-number of the lower note be «, and that of the higher 
note «', the interval is measured by the ratio — , 

Unison. — Two notes are said to be in unison when they 
have exactly the same pitch. The ratio between the vibration- 
numbers of two such notes is clearly -. Thus although there 
is no difference of pitch between two notes in unison, the 
interval is expressed by i and not by o. 

Octave. — If the vibration-number of one note is double that 
of another, the first note is said to be an octave above the 
second. This interval is represented by the ratio -, Like all 
other musical intervals, its value depends, not on the absolute 
vibration-numbers, but on their ratios, 
by the numbers too, 300, 400, 800 . 
above the one below. 

4a The Mc^or Diatonic Scale. — Musici 
interval between a note and its octave into 
intervals of unequal value known as tones ar 
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The notes which occur in this ' scsile ' may be typified (although 
they are not exactly represented) by the white keys of a piano- 
forte. In the old or 'staff' system of notation these notes are 
known as 

CDEFGABc. 

In the new or ' Tonic Solfa ' system of notation (for which 
we shall always use thick letters), the notes are represented as 

drmfsltd' 
which are read as 

Doh Ray Me Fah Soh Lah Te doh. 

These seven notes {or eight, with the addition of the octave') 
form the musical scale in common use. To distinguish it from 
a somewhat different scale, used chiefly in solemn and moum- 
fijl music (the minor scale, called by Solfaists the 'lah mode'), 
it is known as the major diatonic scale. 

Al this stage no belter advice can be given to a non-musical sludenl 
Ihan thai he should play these notes on Ihe piano, or, belter still, get some 
one lo sing Ihem lo him, until he knows the differeni notes and the intervals 
betveen them. Wilhout such knowledge any discussion of Ihe nature of 
musical intervals must be as uninleUigible as Chinese. He should also 
listen carefully lo Ihe notes when sounded in pairs, and notice what com- 
binations of Ihe notes are harmonious (or produce a pleasing effect upon 
the ear) and which are dissonant (or produce a harsh or disagreeable 
effecl). 

44. latervala which ooour in the Oommon Chord.— 
We now proceed to illustrate how some of the more impottani 
intervals that occur in music can be measured and expressed 
by numbers. For this purpose we shall choose the most 
harmonious intervals, viz. those which occur in the Common or 
Major Chord. The notes which form this chord are 



We shall show in two ways that in order to produce this 
series of notes the vibration-numbers must be in the pro- 
portion of 



I.Br Savart'B 'Wheels — Expt. t8. — Four toothed 
wheels will be required, having respectively 80, 100, 130, and 

I LsIlnKtoMi-elthib. ,-, I 
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160 teeth (or numbers in the proportion of 4, 5, 6, and 8) ; and 
the wheels are to be fixed (at a little distance apart) on the axis 
of a whirling-table J as shown in Fig. 15, 

Rotate the wheels and touch each in succession with 3 thin 
card as in Expt. 16. As the speed of rotation cannot be kept 
constant for any length of time it is best to touch the wheels 
very lightly and rapidly one after the other ; the notes are 
easily recognised as being those which form the Common 
Chord. 

Change the rate of rotation. The notes all alter ; but your 
ear perceives that they always bear to each other the same 
' relative pitch.' The intervals do not depend upon absolute 
pitch, but only upon the ratios of the vibration -numbers. 

II. By the Disc-siren — Expt, 19. — For this purpose we 
require a disc of the same size as that 
used in Expt. 17, but pierced with four 
circular rows of holes (Fig. 15), The 
innermost row should have 34 holes, the 
next 30, the next 36, and the outer row 
48 (the numbers being in the proportion 
of 4, 5, 6, and 8), 

The jet may be made of glass tubing 
bent twice at right angles and mounted 
as shown in Fig. 14 : this arrangement 
is convenient for swinging the jet quickly 
over the four rows of holes without fear 
of breaking it. 

45. How tnterralB are Compounded. 

— Musical intervals are compounded fy nulli- 
plieation and not by addition. 

The experimenls just performed show us 
that the interval Iwlween d and m, or C and 
E, is represented by any of the equal ratios 



represented by any of 



,..ci;.CcH)^lu 



n d and a, or C and G. is represented by 



Now this last is also the interval obtained by compounding the first Iwo, 



46. Intervals which ooctu' In tb« Scale. — By experiments similai 
to those above described, or by careful experimenis made with more 
elaborate apparatus, the ratios of the vibration-numbers of the notes forming 
the scale have been determined. The names and values of the various 
intervals, counting from C (the tonic or key-note) are given in the following 
table. The first column indicates the notes numbered i, a, 3 ... in 



order, and the second a 
gives the names of the 


nd third columns their names. The fo 
ntervals, and the fifth their numerical 


urthoiiumn 


r.:. 


d:r 


C:D 


Second 




.., 


d;m 


C:E 


(Major) Third 




.:« 


d:f 


C;F 


Fourth 




'■5 


d;8 


C:G 


Fifth 




.,5 


d„ 


C:A 


(Major) Sixth 




1:7 


d:t 


CiB 


(Major) Seventh 




,:. 


'' 


C:c 


Eighth or Octave 





Of these intervals the Second Ql and the Seventh (-^ are dissonant, 
rhe others are consonant or harmonious, the most perfect consonance 
being ^ven h^ the Fifth f-^l and the Octave (— Y Thus we see that Ibe 
' s intervals are those in which small numbers (from 1 



os)o. 



of Pitch.— Once we settle ui 



absolute pilch d 
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Ihe ionic or key-nole of our scale, the absolute pilch of every other note 
in the scale is iheieby fixed. Thus if we agree lo take C = 3s6, the vibra- 
tion-number of G (a fifth above it) is 356 x 1 = 384, and so on. This is 
the pilch usually adopted by writers on acoustics and by makers of acoostEcal 
apparatus. Tbe number 356 has the advantage of being a power of s 

The most convenient standard of pitch is a tuning-fork made 50 a5 to 
execute a known number of vibrations per second. In our country there 
is no legal standard of pitch. Whal is vaguely referred to as ' concert 
pilch' may be taken to represent C = a64, or thereabouts. (The C bae 
referred lo is what is known as the ' middle C ' of a piano.) 

48. Intenrala betw«ea successive Notes in the Scale.— The 
various intervals given in Art. 46 have as their least common denominator 
the number 34, If we take tbis as representing the vibration-number of 
Ihe key-nole, the other notes in the scale will be represented by the 



following whole ni 



37 30 3a 36 40 45 48 

f B I t d' 



The numbers in the last row represent the intervals between each succes- 
sive pair of notes. They are obtained by dividing each number in the top 
row by the one before it Thus the interval r : m is equal 10 ^ or — - 
This is not quite Ihe same as the preceding interval (^\ but both are 
known as /oiui. The interval |- is called a sisii-tont. Thus the major 
diatonic scale consists of a series of intervals in the following order : Iwo 

es of notes whose vibration-numbers 



well with the first (or fundamental) note and with each other. It will be 
a useful exercise to find out the relations between these notes. 

Let us call the lowest or fundamental note d. The interval between 

is d'. The thiid note is a fifth fij above tlie second, or a twelfth 
above the first ; it is therefore the note s'. 'Ilie fourth note is an 
octave (A^i.) above the second, or two octaves (*\ above the first ; 
it is therefore d". Tbe fifth is a major third { ^) above Ihe fourth, and is 



fih (-='-^) above number 4 
^ of the harmonic series are 



Examples on Chapter V 

I. The huniminB of insects is caused by the beating of their wings, and 
the hum of a gnal is a much higher note tbaji that of a blue-bottle. To 
what conclusion does (his fact point? Describe an experiment which 
supports four explanation. 

a. A cog-wheel containing 64 cogs revolves 240 times per minufCr 
What is the frequency of the musical note produced when a card is held 
against the revolvin([ teeth ? Find also the wave length corresponding to 
the note if the velocity of sound is i,i2e'4 feel per second. 
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CHAPTER VI 

TRANSVERSE VIBRATIONS OF STRINGS 

50. By a string is here meant any elastic and flexible cord 
(such as the twisted cat-gut used in violins) or metallic wire 
stretched between fixed supports. When such a stretched 
string is pulled to one side it tends to return to its position of 
rest. When let go it flies back, but, like a spring or pendulum, 
it overshoots the mark, and goes on swinging from side to side. 
A string can be set into vibration by striking, plucking, or 
bowing it. The vibrations thus produced are transverse vibra- 
tions, and these are the only ones that we shall consider. 
The vibrations are flirther said to be stationary \ certain points 
{e.g. the fixed ends) remdn permanently at rest. These points 
are called nodes. 

We shall see presently that a string may vibrate transversely 
in many different ways, dividing up into a number of smaller 
vibrating parts or segments. The lowest ot fundamental note 
of the string is produced when it vibrates as a whole (or in one 
segment). In this case the only nodes are at the two flxed 
ends. All other points are in motion, and the amplitude of the 
motion is greatest at the cenire, which is called an aniinode, 

51. Iiaws. — ^The number of vibrations executed per second 
by a string when sounding its fundamental note is found to 



depend upon 



([) Its length. 

(2) Its diameter. 

(3) Its density. 

(4) The stretching force. , ccA.ooglu 
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The laws (expressed with reference to the vibration-number) 
are as follows : — 

I. The vibration-number is inversely proportional to the 
length of the siring, 

II. It is inversely proportional to the diameter. 

III. It is directly proportional to the square root of the 
stretching force applied. 

IV. It is inversely proportional to the square root of the 
density of the string. 

All the laws are included in the equalion 

ind length /, and 

The violin supplies us with a general illustration of all the 
above laws. The first law is illustrated by the way in which 
the violinist ' fingers ' a string — -shortening or lengthening the 
vibrating portion so as to get different notes out of the same 
String. The second law is illustrated by the different thick- 
nesses of the three upper strings. The third law is illustrated 
by the way in which the violin is tuned, viz. by twisting each 
string about a tightening-peg. The fourth law is indirectly 
illustrated by the construction of the lowest or bass string, which 
is wrapped round with metal wire. 

63. The Sonometer. — For the purpose of verifying the 
above laws we make use of the sonometer — an instnuneni 
which is so called because it can be used for measuring the 
pitch of a sound. Fig. i6 shows a sonometer consisting of a 




hollow sounding-boK on which are stretched one or more strings 
(or wires). Under the ends of the strings are placed wedge- 
shaped pieces of hard wood called 'bridges': one of these 
should be movable, so that the length of the vjbrating portion 
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of the string can be altered at will. For the purpose of veri- 
fying Law III, one string should be stretched by weights 
hanging over a pulley. It is convenient to make the full length 
between the bridgBs just a metre, and to have a metre scale on 
thes 



A sonomeler suitnble Tor ihe following experiments can be made of a 
board 3 ft. 6 in. long, 4 in. broad, and J in. ihick. This should be firmly 
fixed (o a wall, nearly vertical, but with the bollom sloping slightly oul- 
wards, so as to make the wires bear against the lower bridge. The upper 
(Rxed) bridge is made by bevelling a piece of hard wood 3 in. long and 
1 in. square, and facing ihe sharp edge with brass wire. Two smaller 
movable bridges of the same kind are made for (he lower ends. Two 
fine piano-wires or violin-sirings are fixed to tfie board above the upper 
tiTJdge: (he lower end of one of these is attached to an iron screw or 
' wrest-|un,' which is used for tightening the wire. This wire can be used 
as a s(Bndard of reference, t.g. by tuning it (o unison with a fork. To the 
lower end of the other wire is attached a hook or strong scale-pan, on which 
weights are placed : or a bucket into which wa(er is poured may be used 
instead of weights. 

53. Verlfloation of the Laws. — We can now proceed 
to verify by experiment the first and third laws stated in Art. 
SI. The law of lengths can be tested with both ease and 
accuracy. 

EXPT. 20. By adjusting the weights on the one wire or the 
tension on the other, tune the two to unison, using the flill 
length of the wire (too cm.) Call the note d. Consider how 
much the wire ought to be shortened to give the note m (a . 
major third above d). The interval between the two notes, or 
ratio of their vibration-numbers, is --. Now the law says that 
the pitch is inversely proportional to ihe length of the wire. 
Hence it ought to be shortened to four-fifths of its original 
length to give the note tn, and -, of 100 is 80. Shift the 
movable bridge until the length of the vibrating portion of the 
wire is 80 cm. Pluck the wire and compare Ihe sound with 
that given by the reference wire (d). You will find that the 
note is m. 

Try the other notes of the major chord (a and d'), Vou 
will find that a is given when the length is 66j cm. (too 
x^ = 66i), and d' when the length is just 50 cm, (loox 
i-So). ''^' 



It will be a good exercise for you now to tune the wire to any note in 
the scale by ear only, comparing it from time lo time with llie reference 
note (or tonic), and shifting the bridge up or down lilt you exactly hit the 
note you want : Ihtn measure the length and compare it with that required 
by theory. Go through all the notes of the scale in Biis way and enter up 
your results in your note-book in three columns, the first giving the name 
of the note, the second the length of wire found by trial, and the third the 
calculated length. 

You will easily see from the values of the intervals given in Ail, 46 that 
the lengths required for the various notes (the fundamental being tajien as 
lOocm.) should be 



too 88-8 Bo 75 66-6 60 S3-3 50- 

It is only as a matter of convenience that we have talien the length of 

the string to be 100 cm. to atari with. For any given interval the lengths 

would be found to have a constant ratio, whatever the original length of 

the string. 

Exp'r. 91. — Shift the bridge step by step so as to reduce the length of 
the wire to 1^. ^, ^. . . . Observe that the notes produced form (ae 
harmonic series described in Art. 49. 

EXPT. 21. — The following experiment may now be made to 
illustrate the relation between pitch and stretching force (the 
length being kept constant). 

First bang a 7-lb. weight to the wire, and then substitute 
for this a 23-lb. weight. The note produced in the second 
case is an octave above the first. This is clearly in accordance 
with the law, for the weights are in the ratio of i to 4 : and 
•J I : •J'it =1:2. 

Again, hang on the wire in succession weights of 4 lbs. and 
9 lbs, (or in this proportion). The square roots of these 
numbers are 2 and 3. The interval - is a fifth (d : a). Trj' 
whether the notes bear this relation Co one another. 

64. Other Mtides of TrauBverae Vibration : Over- 
tones. — We have as yet considered only one mode of vibration 
of a string, viz. that in which it vibrates as a whole, as indicated 
in the accompanying figure (Kig. 17, 1). It then produces its 
lowest or fundamental note. But any stretched string may be 
tnade to divide up into a number of vibrating segments. For 
example, suppose the string to be lightly touched in the centre, so 
as to hinder or 'damn' the vibration at this point. If now it is 
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bowed at a point midway between the centre and one end, it 
will divide into two vibrating (or ventral) segments (Fig. 17, H) 




separated by a node. In Fig. 17, II there are three nodes, 
N, and Nj at the ends, and N^ at the centre. Midway between 
the nodes (at Aj and A^) come the points at which the amplitude 
of vibration is greatest ; these are the antinodes. 

Again, if the siring be damped at one-third of its length. 
and bowed midway between this and the nearer end, it will 
divide up into three vibrating segments, as shown in Fig. 17, III. 

The existence of nodes and antinodes can 
be shown, and their positions found, by hang- 
ing over the string light paper riders (Fig. 1 " 
These are jerked off at the antinodes, but Fig. ,g. 

remain undisturbed (or nearly so) at the nodes. 

when a siring is made to vibrate successively in i, a, 3, 4 . . . vibraling 
segments, the notes produced form the harmonic series referred 10 in 
Art. 49. For when the string divides up inio a, 3, 4 . . . segments, 
each may be regarded as being viitually a separate siring of the same 
materia], and stretched by the same force, but of ^, j, ^ . . , the length 
of the whole string. Hence by our first law Ihe vibration-number is %. 3, 
4 , . . times that of thenole produced when the stringvibratesas a whole. 
The latter is called the fundamental and the others the overtones, 

EXPT. aj. — Tune the two strings on the sonometer 10 unison again. 
The length is not of importance, but we shall assume it to be 100 cm. 
C.itl the note produced d. Damp one of the strings by touching it lightly 
with a feather at the centre (50). Bow it midway between this and the 
end. It now gives the note d', an octave above the first. 

Damp it at 33i cm., corresponding to the point Nj in Fig. 17, III, 
Bow it midway between this and the end (at Aj). It gives Ihe note e'. 



By damping the siring al 35 cm., ao cm., and i6| cm,, the overtones 
d", m". and a" can be obtained. 

55, Quality of Tone,— Overtones are almost in variably present together 
with the fundamental note produced by a siring, and upon the number <atd 
relative strength of the miertonn depends th4 quality of the totu produetd. 

Thin and tighUy stretched metallic wires easily give a large number ol 
overtones, and the presence of these can easily be detected by the unaided 
ear, even when the string is not specially damped al any point. High 
overtones are more readily produced by bowing a siring than by striking 
it with a soft hammer or plucking it wilh the finger : more readily still by 
plucking with the finger-nail or striking with a hard-poinied instrument, 
when the quality of the sound becomes poor and ' (inkling.' This eflecl 
can be observed in pianos as the soft padding ol the hammers wean oul. 

Again, the point al which a string is plucked or bowed exercises an 
important effect on the overtones produced 1 for any ovenone which has a 
node al the point must necessarily be absent. In pianos the hammers are 
generally made to strike each string at one-seventh the length from one 
end ; the note produced includes all harmonics up 10 ihe sijrth. 

Examples on Chaptbb VI 

1. What variety of notes can you gel oul of a stretched string, without 
altering its tendon or length ? What will be Ihe effect of halving its length 
by a fixed bridge ? 

=. Describe an insirumeni by which Ihe pilch of the noles emitted by 
two vibrating strings may be compared. If they were different, how would 
you attempt 10 bring them into unison ? 

3. Two precisely similar strings, A and B, are stretched by equal 
weights, and of course give the same noies when plucked. If the weight 
attached to A is doubled and (he length of G is halved, how must the 
weight attached to B be altered to make it give the same note as A? 

4. Explain the character of the vibration of a stretched violin string. 
What effect is produced by touching it at one-third of its length from one 
end? 

5. A and B are two wires of the same material and thickness. A is a 
feet long, and is stretched by a weight of 8J pounds. B is 4 feet long, and 
stretched by a weight of 34 lbs. How are ihe notes which the wires yield 
when strock related 10 one another ? 

6. A steel wire, one yard long, and stretched by a weight of j lbs., 
vibrates 100 limes per second when plucked. If I wish to make two yards 
of the same wire vibrale twice as fast, with what weight must I stretch it > 

7. A vibrating string is found 10 give the note/when stretched by a 
weight of 16 lbs. What weight must be used to give the note a? and 
what additional weight will give ;' 7 



CHAPTER VII 

RESONANCE 

66. Forced Bud Free Vibrations. — We have already seen 
that the sound produced by a tuning-fork is greatly strengthened 

by the use of a sounding-box. The same principle is employed 
in the construction of violins and pianos. The sounding- 
boards of such instruments are made of thin elastic wood, which 
admits of being thrown into a state of forced vibration corre- 
sponding to any note within the range of the instrument. 

But, in general, every elastic body has certain modes of 
free vibration which are natural to it, and can be easily excited 
in it by even slight impulses if Ihty are repeated at the proper 
intervals. 

We may illustrate the difference between the two things as 
follows. A child who knows how to manage a swing can set it 
swinging through a lat^e arc without any great effort by timing 
his impulses so as to coincide with the natural period of vibra- 
tion of the swing. On the other hand, if he wriggles about 
irregularly, one impulse may destroy the effect of the preceding 
one, and the result is simply a shght and filfiil jerking. 

This principle of the accumulation of small impulses enables 
us to explain a number of phenomena which are classed under 
the general heading of resonance or co-vibration. 

57. Sympathetio Vibration of Tunlng-Porks.— One 

of the most striking instances of co- vibration is afforded by the 
fact that a vibrating tuning-fork is able to throw into vibration 
another fork in its neighbourhood, provided both are adjusted 
to exactly the same pitch. The two forks should be placed 



SOUND 



with the open ends of their sound-boxes facing each other 
(Fig. 19). One of them should be strongly bowed and then 
brought to rest by touching it with the finger. On placing the 
ear close to the other fork the same note will be heard. But 
for class purposes It is best to place in contact with one prong 
of the second fork a. light indicator, such as a microscope cover- 



glass or small cork ball (varnished to make its outer surface 
hard), suspended by a. silk fibre. 

If one of the forks be made to vibrate more slowly by 
loading its prongs with wax, the experiment no longer succeeds. 
This shows that it is essential to have the two forks exactly in 
unison. The energy given out by the first fork is carried 
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through the air in the form of sound-waves, and taken up by 
Che second fork. 

68. Beaonance of Air-OolimmB. — An easier way of 
illustrating the phenomena of resonance is by making a tuning- 
fork set a column of air into vibration. 

ExPT. 24. — All that is required is a tuning-fork, some water, 
and a narrow cylindrical vessel such as a gas- 
jar (Fig. 20), or a glass tube that can be lowered ~^~ 
into water. If the fork is a C fork ( J 56 vibra- 
tions per second), the gas-jar should not \>e 
less than about 40 cm. deep. 

Strike the fork and hold it over the mouth 
of the jar ; there will be some increase in the 
loudness of the sound. Gradually pour water 
into the jar ; when it reaches a certain depth 
the sound swells out in a marked 1 
When this point is overstepped the r 
gradually diminishes. 

Try another fork of different pilch ; you 
will find that the length of the air-column which 
gives the best resonance is greater or less ^''E' "°- 

according as the pitch is lower or higher. 

Thus there is a certain length of air-column which most 
loudly reinforces the note of a gi\'en fork : and conversely an 
air-column of given length is most easily thrown into vibration 
by a note of given pitch, and can be used s 
reinforcing that note or detecting its preseni 
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CHAPTER Vm 

VIBRATION OF AIR-COLUMNS— ORG AN -PI PES, ETC. 

6&. Stationary Vibration of Spiral Spring. — We have 
already made use of the wave-machine described on p. 238 to 
illustrate how progressive waves (or successive pulses of con- 
densation and rarefaction) travel along air in a cylindrical 
tube, and how they are reflected (p. 250). We can also use 
the same spiral spring to illustrate how successive pulses of 
compression and rarefaction applied at proper intervals to one 
end of a tube are able to set the air within it into a state of 
stationary vibration. 

ExPT. 25. — Fix one end of the spiral, say the left-hand 
end, as in Expt. 1 1 (p ^5°)' Start a pulse of compression 
from the right-hand or free end. It is reflected back, still as 
a compression, from the fixed end. When this pulse reaches 
the free end the outer coils, having no pressure from other coils 
in front to resist their motion, swing freely outwards (to the 
right). Meanwhile the coils just behind them are beginning 
to swing back (to the left), so that at the free end the pulse of 
compression is converted into a pulse 9f rarefaction, or reflected 
•with change of type. The pulse of rarefaction travels along 
the coil, is reflected without change of type (but with change in 
the direction of motion) at the fixed end, and in turn is reflected 
with change of type from the free end. This process goes on 
until the motion gradually dies out. 

Next, suppose that instead of a single pulse we have a series 
of alternate pulses of condensation and rarefaction sent along 
from the free end. Corresponding to this series of incident 
waves there will be a series of reflected waves travelling in the 
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opposite direction from the fixed end. The displacement at 
any point of the spiral will be the resultant of the displacements 
due to each set of waves separately. If both tend to produce 
displacements in the same direction, the resultant will be the 
sum of the separate displacements : if both tend to produce 
displacements in opposite directions, the resultant will be the 
difference of the separate displacements. The two sets of 
waves are said to interfere with one another. In general the 
interference is partial. When the separate displacemenis are 
equal but in opposite directions, the interference is complete, 
and the particle or coil remains at rest. 

The behaviour of our spiral coil under the influence of the 
two sets of waves will clearly depend upon where and under 
what circumstances they meet. Under certain conditions the 
coil may be put into a state of stationary (longitudinal) vibration 
corresponding to the stationary (transverse) vibration of a 
stretched string. When this happens it is clear that the fixed 
end must be a node, for no motion is possible there ; and we 
may reasonably expect the antinode to be at the free end. 

The necessary conditions may be found as follows. Take 
hold of the right-hand (free) end, and send a gentle pulse of 
condensation along the coil. Without removing your hand, 
watch the reflected pulse of condensation, an<^ just at the 
instant when it arrives at the free end, pull the coil outwards 
as in producing a pulse of rarefaction. Then again push it 
inwards just in time to meet the reflected pulse of rarefaction, 
and so on. After a little practice you will be able to throw 
the coil into a steady state of stationary vibration, which 
lasts for some time aiVer your hand is removed. Carefully 
examine the nature of the motion. Notice that at the fixed 
end the coils are alternately crowded together and then 
drawn apart : these changes of relative position correspond 
to changes of density in the case of air. At the free end there 
Is no change of density, but the amplitude of vibration is 
greater than at any other part of the spiral : the coils swing 
freely backward and forward, but remain at the same distance 
apart. You have produced a stationary vibration with a node 
at the fixed end and an antinode at the free end. 

A node is a place where there is no motion^ but whtr* tkt 
changes of density are greatest. iikh^Ic 



An anibtode is a place where there is no change of density, 
but where the amplitude of vibration is greatest. 

eo. Both Ends Free. — The spiral coil can also be thrown 
into a state of stationary vibration when both its ends are free. 
The ends now are antinodes and the centre is a node : for, as 
will be shown by the following experiment, the two sets of waves 
travelling in opposite directions always produce complete inter- 
ference at (he centre, so that it remains permanently at rest. 

ExPT. 26. — Take hold of both ends of the spiral and push 
them gently inwards. You thus produce two pulses of con- 
densation which meet in the middle and cross over to either 
end. Just when these arrive at the ends, assist the motion by 
pulling both ends outwards. After repeating this process two 
or three times you can take your hands away from the coil, and 
its two halves will go on steadily vibrating in and out The 
motion may at first sight remind you of the way in which a 
concertina opens and shuts : but there is this essential difTerence. 
The rarefactions (when the ends swing outwards) and con- 
densations {when they swing inwards) are not uniformly 
distributed along the spiral. They are greatest at the centre, 
which remains stationary ; whereas at the ends, where the 
motion is greatest, the coils always remain at the same distance 
apart. The vibration takes place in such a way that there is 
a node at the centre and an antinode at each end. 

Observe that the rale of vibration is twice as great as in the 
last experiment (one end fixed), 

61. Wave-IjeiiTth. — In the case of a spiral with one end 
fixed, the wave-length is four times the length of the spiral. 
During the time of a complete vibration the wave travels four 
times across the spiral. First (as the outer coils move inwards) 
there is a pulse of condensation, which travels to the fixed end 
and is then reflected back to the free end. Next (as the outer 
coils swing outwards) begins a pulse of rarefaction, which 
similarly travels to the fixed end and back. Matters are now 
in the same state as at the start, and the same process is 
repeated. 

When both ends are free the wave-length is tivice the length 
of the spiral. For, on account of the change of type which 
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n reflection of a pulse from the free end of a spiral, the 
pulse has only to travel twice across the spiral (to the end and 



order to get back I 



back) i 
started. 

6S. Besonanoe of Air-Oolumns. — The r 
air-column (Art. sS) is due to a stationary 

vibration of the air produced by the tuning- 
fork or other source of sound. If the 
column of air is contained in a tube closed 
at one end, the air moves just in the same 
way as the spiral in Expt. 25. 

Suppose one prong of the tuning-fork 
to be moving downward from a' to a" (Fig. 
21). In so doing it produces a pulse of 
condensation which runs down the tube 
and is reflected up from the closed end. 
From what has been already stated it will 
be clear that the necessary condition for 
reinforcement of the sound is that this 
reflected pulse should reach the open end 
of the tube just as the prong begins its return journey from a" 
to a' ; the air will then be moving in the same direction as the 
prong. Notice that the reflected pulse of condensation reaches 
the open end just as the fork is beginning to send down a pulse of 
rarefaction ; owing to the interference of these two the density 
of the air at the open end remains unchanged. Now a pulse 
of rarefaction starts down, is reflected from the closed end, and 
meets the prong just after it has completed a vibration. It is 
now once more starting from a to a" and sending down another 
pulse of condensation. In the time required for a complete 
vibration we have had a pulse of condensation and then one of 
rarefaction, each travelling twice the length of the tube. Imagine 
the bottom of the tube knocked out and you will easily see that 
in the interval between two successive and similar pulses (say 
of condensation) the wave would have travelled forward through 
a distance equal Xafour times the length of the tube. This, 
then, is the wave-length of the note which the tube reinforces. 
If / be the length of the tube, the wave-length is A. = 4/. 

In the case of a tube open at both ends the air moves like 
the spiral in Expt. 36. The wave-length of the note which it 
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reinforces is only twice the length of the tube, or A = 2/. 
Hence an open tube which is to resound to a given note or 
given tuning-fork must be twice as long as the corresponding 
closed tube. Imagine the closed tube in Fig. 21 replaced by 
an open tube twice as long, and let the prong of the fork be 
moving downwards. In the lime that it takes to go from a' to 
a" the pvilse of condensation will have travelled the length of 
the tube. It is reflected from the open end with change of typc^ 
i.e. as a pulse of rarefaction, and in the time that the prong 
takes to go from a" to a' this pulse will have travelled to the 
top of the tube. Here it is reflected as a pulse of condensation 
which coincides with that produced by the fork as it begins its 
next vibratioa Thus the conditions for resonance are fulfilled. 
The open ends of the tubes are antinodes and there is a node 
at the middle of the tube. 

Hints for Experiments. —As r. closed resonntor of adjustable length 

be pushed in or out until ihe maximum resonance is obtained. For an 
adjustable open resonator mate a paper lube which wili just slip over the 
glass tube, and slide this in or out as may be required. Verify by experi- 
ment the statement that the length of the open resonator is double that of 
the closed one. For a c fork (r = 356) you will find that the length of the 

66 cm. Both result indicate that the wave-length in air of the note c 
is 132 cm. (4x33 = 2x66 = 133). 

Assuming that the vibration-number of the fork is correct, you can 

For we have seen (Art. 16) that the velocity in any medium is given by the 
equation i'=iiX. Here n = a^6, X = i32 cm., and ,*. i'=:2s6 x 132=: 
33,79a cm. per second. 

The same equation shows that " = ;■ As the velocity in any given 

the vibration-number of a given note is inversely proportional to its wave- 
length in that medium. Hence also the vibration .number (or pitch) of Ihe 
note 10 which a tube resounds is inversely propiHlional to Ihe lenglh of the 
tube. 

Now this note is precisely thai which the air-column emits on its own 
account when it is thrown into a. state of stationary vibration. Such vibra- 
tions are easily produced by blowing across the edge of a lube, — say a 
glass tube about i cm. in diameter. Take a lube 33 cm. long, close Ihe 
lower end with your thumb and blow across the upper edge : il gives the 
note c. A tube twice as long open at both ends gives the same note. The 
latter tube (66 cm.) closed at one end gives the note C, an octave below. 

63. Oriran-PlpeB, — Fig. 22 illustrates the construction of 
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a common form of oi^an-pipe with a ' flue ' or ' flute ' mouth- 
piece, which is very much like that of an ordinary whistle. 
The air passes from the wind-chest through the conical 

tube at the bottom of the pipe, 

escapes through a narrow horizontal 
slit and strikes against the sharp 
bevelled edge opposite, which is 
called the Up. The air escapes in 
an intermittent manner, with a rush- 
ing noise, due to a. mixture of vibra- 
tions of different frequencies. The 
air-column selects out of these the 
particular one which it reinforces, 
and when this happens the pipie 

The pipe shown in the figure is 
an open pipe. It is open to the air 
at the bottom (below the lip) aswell 
as at the top, and both of these 
places are anlinodes. There is a 
node in the middle of the tube (see 
Fig. 23). 

A pipe which is closed at one 
end (the top) is called a closed or 
stopped pipe. There is always a 

node at the closed end of the pipe, | 

for the air there cannot move. 
The open (or mouth) end is an 
antinode, for the density of the air 
there remains constant and equal 
to that of the air outside. The [fjg_ „ 

note emitted by a stopped pipe is 

always an octave below that emitted by an open pipe of the 
same length. 

64. OvBFtones of Plpea — Quality. — The modes of vibration above 
described bje those of pipes producing Ibeir lowest or fundamental note. 
But by blowiDg into a pipe more slroDgly il may be made to *junip' or 
produce one or more overtones. The senes of overtones produced by 
overblowing a slopped pipe is nol (he sajne as for an open pipe. In dis- 
cussing tbe possible overtones in either case we must remember that, as in 
the case of a string vibrating in s^meats, Ibe nodes and anlinodes follow 
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late. When the fiist overtone (II] is produced, a fresb antinode appears 
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vibrating segments, and the wave-length is half that of the fundamental 
When the second overtone (III) is produced the column divides into three 
equal vibrating segments, and the wave-length is one-third that ofthe fimda- 
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mental. Thus the possible overtones (togeihi:r with the fundamental) 
include the whole harmonic series of Art. 49 (i, 3, 3, 4, 5, 6 ■ , .). 

Slipped Pifts—lF]g. 34). In the case of a stopped pipe there must 
alvays be a node at the stopped end, and an antinods at the open end. 
Thus when the fundamenia! (I) is produced, the length of the pipe is a 
quartet-wave-length. The even haimonica in the series of Art. 49 (1.*. 
the successive octaves, a, 4, 6 . . .) are absent from the possible over- 
tones. The first possible division into segments is that shown in Fig. 24, 
II, with nodes at Nj and N, and antinodes at Ai and Ag ; the pipe then 
includes three quarter-wave-lengths. The nert division is shown in Fig. 
34. Ill, when the pipe includes five quarter.wave-lengths. The correspond- 
ing vibration-numbers are i, 3, s, 7. . - . 

Some of the overtones are generally present, logetliet with the funda- 
mental note of any pipe, and upon their nttmlier and relative strength 
depends the quality of the tone produced. We may clearly expect the 
qtialily of tone of a stopped pipe to be different from that of an open pipe. 
Again» the quality depends upon the form of the pipe : e.g, a narrow 
pipe more reaiiily yields iiarmonics than a wide pipe, especially a wide 
stopped pipe, 

66. Vibrations of Bods. — Rods of glass, wood, brass, etc.. may be 
made lo vibrate longitudinally and produce musical notes by rubbing them 
in the direction of their length. A glass rod may be thrown into a state 
of vibration by drawing a wetted cloth quickly along il ; a rod of wood or 
brass by means of a cloth dusted over with powdered resin. The 
vit»ations produced are stationary vibrations similar to those of organ- 
pipes and following the same laws. If the rod is clamped at the centre il 
vibrates like the air in an open pipe with a node al the centre and 
antinodes at Ibe ends. If it is clamped at one end, tbere is a node at tbal 
end and an antinode at the free end, as in a stopped pipe. 

ExAMPLBs ON Chapters VII-VIII. 

I. Upon what physical properties do (i) the loudness, (3) the pilch of a 
musical note, depend? Two organ-pipes of the same length are one of 
tbem open and the other closed : how are their notes related as regards 
pitch? 

a. Describe the stale of disturbance of the air in a pipe closed at one 
end. when il resounds to a tuning-fork which is held over it. State the 
relation between tbe length of the pipe, Ibe pitch of the note, and the 
velocity of sound in ah'. 

3. State how the air moves in different parts of a tube i ft. long, open 
at both ends, when sounding its fundamental note. What note does it give? 

4. A glass rod 5 ft. long is clamped at its centre, and rubbed longi- 
tudinally with a wet cloth. State how it vibrates when thus treated, and 
calculate the velocity of sound in the glass, if told that the above rod makes 
J39S complete vibrations every second. 

5. Find the length of a closed organ-pipe which when blown at 15° 
gives the note e (aj6 vibrations per sec.) 



ANSWERS TO EXAMPLES 



Chapters I-lV(p. 254) 

1. See pp. 24, 25, 233. 2. See Art, 10. 3. Sec Arts. 23, 37, 
6. See pp. 246, 249, ft 4.375 ft- ; 4422 ft. 10. 1123 ft. 



Chapter V (p. 262) 
256 vibrations per second ; wave-length =4-4 ft. 



Chaptkr VI (p. 268) 

3. The weight attached to B must be halved. 6. They 
yield the same note. 6. 80 !bs. 7. 35 lbs.; an additional 
II lbs. (i.f. total weights 36 lbs.) 



Chapters VII-VIII {p. 279) 

1. See Arts. 7, |o, 40, 63. 2, See Arts. 62, 63. 3. The 
note depends upon the velocity of sound in air, and this again 
upon the temperature. If we take it to be 1 1 1 6 ft. per second 
(p. 246) the vibration-number of the note would be 55B. 4. 
The wave-length of the note in glass is 10 ft. (twice the length 
of the rod). The velocity in glass is i' = nX™i295.x io«= 
12,950 ft. per second. 6. 1-09 ft. or 33-2 cm. See Ex. 3 
and p. 246. 
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